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Dedication 
Steve Clark 



fAcuLiy &, AcApfmic; 

iNe af if you uj^re to die for^oiriro^. Lea^n a; if you ujecc to live fo^■e^/e^■. 




History is one of those subjects - one with inevitible dates and memorization. When I first walked into Mr. Clark's 
US History class, 1 was prepared to take in dates, places, and people, and recite them back. However, what we all 
got was something very different. We spent the semster learning the lessons of history, and how to use these lessons 
in our lives. We went in knowing little, and came out knowing all the dates, places and people in spite of ourselves. 
The emphasis was always on the importance of history, and instead of simple facts, we walked away stimulated and 
ready tor the future. 

Mr. Clark is one of those teachers who will always go out of his way to make sure that cverj' student is where they 
netd to be; headed in the right direction. He encouraged participation and led us into class discussions chat allowed 
us to have input and to feed off of everyone else's ideas. 

Outside of the classroom, Mr. Clark has been an integral part in establishing one of the most innovative daily 
activities at Rutland High School - the televised announcements. As with everj'thing else, Mr, Clark found a way to 
make a simple listing of necessary facts exciting, refreshing and fun. Students who participate in this program learn 
technology skills to carry throughout their lives, and all RHS students benefit from this imaginative media form. 

The class of 2003 dedicates our yearbook to Mr. Clark. He is an amazing teacher who makes learning fun and 
teaches more than facts. Students emerge from his class better informed about the world, history and the future. 
Mr. Clark has experienced every aspect of life, it seems, and is able to teach us through his own experiences. Each 
student leaves his class more prepared to take on what life has to bring and knows far more than just the history of 
the United States. Mr. Clark's amazing attitude and perseverence can be summed up by one of the first things he 
said to our class, " I have never lost a game, I've only run out of time." 

Anna Dunton-Gallagher, class of 2003 
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Left to Right: P. Folaros, G. Olsen, A. McQuade, 
L. Lattanzi 




Which person doesn't belong 
here? 

1^ 45i 




A^ 




Ben looking 
stylish 



Teachers taking a lujich 
break 



gcretarici 




Left to Right: C. Babbilt, B. Kapitan, A. Pezzetti 





Mr. Folaros and 

Mr. 

Lattanzi getting 



to be pied in the 
face 




Can you figure out which one is which? 




Left to Right: T. Fisher, K. Clogston, J. Wolynec. 
S. Sampson, J. Flory, K. Canfield Missing: K. 
Lyons-Matte, B. Rogenski 





Allie trying to sit still as her 
portrait is done 



Underclassmen show off their 
candy canes. 



Judy and John work hard to get 
their homework done. 



4 Faculty 







AEF 



AEP Students at graduation 





Left to Right: J. Holt, D. McCormack, G. 

McClallen, J. Manning 



Cherette and Katie show 
their diplomas 



K.atie, Katie, and Christy 
stand together for a picture 





Morgan. 
Kelli, and 
their pet 
parrot. 



Family anO tiiier Science 



The French 5 class singing Christmas carols 
to Mrs. MuUin's English class. 



Fin 



Partmeni 





Left to Right: L. Hale, J. Kreitzer, D. Smith 

% i 



Left to Right: J. Hart. G. Halford, C. Archer. F. 
Lower. G. Giles Missing: C. Pecor, M. Whitman 






Mr. Peterson and Kristina 
play Mr. Scrooge and Tiny 
Tim. 



Mr. ("js.'^Lirmo catching up 
on the world news. 
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^ Languages 





Stiidems actually using 
study hall to do work. 



Bill. Macky, and Ben 
showing off the red, white 
and blue. 



Left to Right: L. Baker. K. Vascik. F. Lalibcrte, 
G. Sileo, E. Green. P, Alonso 






"I up to Bottom: T. Bowden. N. Duel, M. Barros 



Devin hiding behind 
Chris. 



Chris and Liz showing otT 
their style. 



p^jver Educati, 



WMl9 



Left to Right: D. Potter, D. Trombley 
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f 




Left to Right: J. Slenker, S. Clark (bald bead), 
M. CarmoSli (back with beard), E. Davine (wooden 

sculpture). M. Birkenhead (Netertiti), B, Olsen. 
J. Peterson (skull), T. Burchett (Shakespeare), 



Mr. Tuerk towering 
(in a good way) over 
a student. 




Gym students look for that 
big pink ball in the sky. 



David and Sean 
getting ready to face 
the cold. 



Left to Right: (Standing Up) P. Forbes, A. Higgins, 
J. Wilson, M. Kujovsky (Sitting Down): M. Kimball, 
J. Bossi, K. Lopes, R. Sinclair. R. Parkman 
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Left to Right (Back Row): J. Sabataso, T. Gilbert, 
S, Welch. G. Hooker, D. Rodoliy Front Row: 
D, Hathaway, D, Potter, P. Carini, S. Beavin, 
R, Morse Mhsing; P. Lynch, A. Mahar. R. Lopes 




UDderdassmen working hard in Chemistry 



Left to Right: Y. Hackett. F. Favor. K, McGurl 



.Q ft 
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Chemistry students get in the hohday spirit. 





i 



Left to Right: D. Trombley. B. Field, P. Frost. 
J. Cassarino Missing: M. Nomian 





Would you trust these 
businessmen? Underclassmen stop for a 

picture in the lobby. 




8 Faculty 



Devin attempting to 
pat bis head and rub his 
stomach at the same 
time. 




ECelli and Katie 
serving drinks. 




I Pat in Canierhiin- Tales Meg and Katie 



{ AP English. 




dressing up 




Cluckwi&e From Top: C. Babbitt A. Pezzetti, 
B. Kapitan 




Left to Right: A. Bannister, K. Jakubowski 



Faculty membt;rs looking for students 
roaming the halls during class. 




Jenna, Mike, and Alyssa lake a 
break from studying for a picture. 





Pal and Corey working in the 
Info. Center. 




Jenna in the goggles and 
apron. 



The librarians taking a break. 





A Spanish class poses for a group 
picture. 



Officer Mike Wartle (City of 
Rutland Police Dept.) 




Ryan and Jill in Mr. 
Peterson's class. 
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Emily and Madison 
during field hockey 
season. 



Stephanie working hard in 
class. 




«iri| 




Donna Wilson 




Back Row (Left to Right): K. Cimonette. 
T. Poalino, N. May, M. Ratter Front 
Row: L. Paul. K. Hanson 



Underclassmen show their school 
spirit. 





Mrs. Mullin's English class dresses up for The 
CaiUerhiiiT Tales. 



L. Wobsier 
Visit the information Center to see what these 
people really look like! 




C. Dunigan (lopK 
V. Corson es (bot- 
tom) 





Left to Rigiit: P. Cliftbrd, 
L. Densmore 



Back Row (left to right): 

D. Reynolds. V. McCorinack, 
C. Godbout Front Row (left to 
rigtit): A. Hanson, B. Goodeil, 
S. Ana.i;nus 




Left to Right: K. Enlinger. 

C. L'HerauIt 



Left to Right: S. Marro, J. Ballard. 
B. Bassett 









Key Clubbers show their 
Raider spirit. 



Breana working hard to 
finish a page for the year- 
book. 




Sean enjoying i 
bite to eat. 



Morgan and Amanda take lime 
out for a picture. 





Mrs. Webster getting the Info, 
Center group picture ready. 



Michelle and Liiiily 
looking e.xcited to be 
in Chemistry, 



Mrs. Mullin's English class poses for a 
picture with the Christmas tree. 



Faculty 
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GMTI/^SbD 

This Organization is made up of 100 students that meet 

everyMonday night. They help organize 

school and community activities. 




MTI Camivi 




Each Year the GMTI puts 
on a Carnival. The Money 
Raised from this goes to a 
child we sponsor in 
Guatamala. (Cho-Che) 








MisMng: M. Reis. S. W'hiie. B. Swartz,P.Mintzer. N. Merritt, G. Barnes, C. Ballou, H. Tobiiu 
C. McNeil. P. Brown, E. Martin. M. Frwit^le, M. C rDssni;in.B. Laderoute, A. Momille. K.Ryan, 
L. Grabow. J. Olson, S. Bride,D, Riley. K. Peiere, A. Leach, C. Andrews, and C. Wilson. 
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Front Row:K. C!ifFord.K. Cole.E. Grant 

,L. Pierce,D. Notte.C. Roth.S. Edwards, 
B. Hyjek.K. Netsch. L.Hall. B.Coomhs 
,C. Ogg.H.Parry.J. Calk-n. Second Row: 
B. Denehan,J.Abatiell,L.Messier,K. Richards, 
M.MuIlin.S.Brookman. L.Dumas, K.Conway, 
K. Mitiguy,L.Taylor,B, Shortle.K. Caouette, 
E. Fagan.Jaime Gilbert. Middle Row: 
M. McLaughlin, J. Jones.S. Clark, H.Perry, 
A. Ogg. M. Bersaw. Back Row: 
R.Gartner, J. Forrest, A. Gomiley, B. Lee, 
E. Manney.A. Egaii,K. Bailey, 
K..Thompson,N.Hale, A.Mitiguy, 
J.Steigerwald, K. Canfield, A.Wilson. 
M Ahearn,K..Genovesi,J.Terenzini, 
L.Clark, J. Wise, A. Dunton-Gallagher, 
A Barone, J. Sanborn, L. Gilligan, 
K. Bedor. M. Sivret. J. Polgar, M. Hill. 
J, Scherer, K. Sanborn. 
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Encore Theatre 



For membership in Encore Theatre a student must be active in the 

club, i.e. plan festivals, and be part of the productions. Encore 

provides entertainment in the form of talent shows, festivals, and 



plays. 
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Front Row ( Lto R): Caitlin Wolven, Sean 0"Brien, Shawn Dayton. Heather 
Detiardo. Kayta BossL Katie Aheam, Adam Rowland, Kristen Peacock. Janeea 
Choiniere. Nataniel Marro, Stephen Woodie Second Row (L to R): Ron Lurvey, 
Cathy Archer (Advisor), Taryn Parke. Rachel Green. Bemie Denehen. Heather 
Lyman, Heather Barnes. Lauren Cyr. Eriea Manney, Kaillin Bailey, Kelli Baker. 
Megan Denardo. Phil Hamm Thrid Row {L to R): Scott Jensen. Kerrin Jeromin, 
Jeremy Carrera, Kaillin Goodrich, Eliza Baker, Arielle Sneider, Chris Archer, 
John Hollander. Jackie White. Sarah Peacock, Chad Loseby 
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Left: Sarah Peacock, Kay la Bossi, Jackie 
White, and Katie Aheam in A Ghoat for 
Rosauda 



Left; Cast from 
Robin Hood: Robin 
(Scott Jen.sen), 
Maid Marian 
(Heather Barnes), 
and The Lady in 
Waiting 
{ Katie Aheam). 
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Key Club 



Key Club has a very strong school and community 

relationship. It also organizes many projects to benefit 

numerous groups of people. 




Key Club Officers 
L to R. A. Cunningham, A.Mormile, 
M. McLaughlin. S.Gilbert, E.Gartner, 
LSteiaerwald, G. Pole 



Say Cheeez! 





Did someone call 
18 Clubs security? 



Ashley and Caroline show up 
stylish lo the Dance 




Smile for the Camera 
Looking good ladies! ! ! 

This yearbook was digitized by volunteers from the 




Key Club's Induction Dinner! 




Good Vs. Evil Round 1 





To be inducted into Key Club 
there is a dinner that is held 
instead of a regular meeting 
to announce new members. 
This event includes a dinner 
and an amusing skit put on by 
members of the Club. 



Dinner and Caroling at the Bardwell House! 





WteelcWi' We Dancing 
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National Honor Society 



SHidents with an unweighted grade average of 90 or better and 

outstanding qualities in leadership, achedemics, service, and character 

participate in many projects to help and improve the community. This year 

one of their majors projects was the Dr. Seuss reading day. 



Science Club 



The Science Club organizes the annual Science Fair at RHS, volunteers tiieir efforts to 

the annual Green- Up Day campaign, and provides caterpillers for the Monarch Watch 

release program each year. The science club also goes on many trips and plans fun 

activities throughout the year. 




Krnnt Row (Lto R): Rahcel Grtvn, liciiilicr Dciiardo. Kristina Collins. Denisc Riordan. 
Lmira Dumas. Kill Sifigerwald, Lindsay Clark, Jimmy Zhang Second Row(l. to R): Mrs. 
Lopes. Sara Gilben, Laura Messier, Patrick Abatiell. .Mlisoii Ciiro, Michael MuDin. 
Llizabeih Hall, Jenna Webster. Rachael Morgan. Jody Chamberlain. Jessica Pryor. Mr. 
Lopes, Anna Dunton-Gallagher, Alissa Wilson Missing: Luke Purcell, Chris Andrews, 
Glenn Barnes, Jesse Larson. Briiiany Welch, Andrew Simonds, Brett Parter. 





Frnnt Row (L to R): Mandy Frank, Laura Hassebroek, Sarah Gilbert. Jaime 

(lilberi 

Bacic Row (L to R): Steve Merritt, Jimmy Zhang, Brian Gormley. Andrew 

Walielt. Ryan Daly. Meg McLaughlin, Andy Cunningham, Natalie White, Annie 

Gormley, Mr. Hooker 





20 Clubs 
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Talisman 



The Yearbook Staff produces a record of students and events throughout the school 
year. The staff is composed of about 20 sudents and during a regular class they 
plan the layout and put together pages in Mrs. Mullin's room or the computer lab. 
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Front Row (L to R): Jimmy Zhang. Allison Let. Laura 
Dumas, Brcana Coombs. Christy Ogg, Jody Chamber- 
Iain. Second Row (L to R): Chrissy Czamecki, Eliza- 
beth Daniels, Angela DeLauri. Miranda Schroder, Becky 
Hyjek, Peggy Mulfin (advisor). Heather Parry, Anna 
Dunton-Gallagher.LindsayClark, Matt Bersaw, Mai isa 
Savage. Missing: Ashley Leach, Meg Howard. 




The Red & White 



The Red & White is a class that each month puts out a newspaper 
with cool and interesting news. It also gives a heads up about what 
is going on in and out of school. 



r 




Front Row (LtoR) Chris Andrews, 
Colette Kulig, Mr Turek (Advisor). 
Back Row: Ted Lindgren, Jamie 
Giddings. 







Never have time for a break! 
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Christy and Anna stop work for a quick 
picture! 




Look at the Yearbook Staff hard at work 
in the Computer Lab! 

This yearbook was digitized by volunteers from the 
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Chris writing an important article for 
the Red &White! 
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Ted Smiles After a Job Well Done! 
PUTTING THE PIECES 
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Rutland Historical Society and the Rutland Free Library. 
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Marching and Pep Band 



Jazz Ensemble 




24 Clubs 
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LITERARY CLUB 



The members of this club show a love and appreciation for 

[writing and literature. The Literary Club holds monthly meetings in 

the Info Center to expose students and faculty to all that they do. 



STUDENT COUNCIL 



The Student Council consists of twenty-four students who are 
elected from each class. They hold a blood drive each year and 

raise money to meet their goals. 






Front Row (L to R): Rachel Green, Phil Hanini, Megan Detiardo, Lauren 
Cyr, Sarah Peacock Back Row (L to R): Heather Deiiardo, Mr. French, 
Kaitlin Bailey, Heather Parry, Christina Collins, Kate Bri train, Tracey 
Stubbins. Pat Abatiell, Phillip Gorman 





\ Jiimie Ravenna, Katie Cole Second Row (L to R): Steve Merritt. Megan 
McLaughlin, Ryan Daly, Alicia Ferrell, Bart Mullin, Renee Cyr, Janna Polgar, 
Thomas Ferris, Kelii Clifford, Mrs, Ravenna Missing: Luke Purcell, Carrie 
Ames. Kim Graves. Allison Webb, Sclh Creed, Nora PurceH, Mark Seaser 



Liz and Ryan get busy 

selling carnations and roses 

for delivery on Valentine's 

Day. 
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The girls take .some time to 

relax after a long day at the 

state house. 



AUie, Laura and Bre take a 

break from the mock session 

of passing a bill the House 

of Representatives. 



Girls State 
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Front Row (L to R): Allic Jordan, Laura Dumas, Liz 
Hall, Sara Gilbert, Breana Coombs Back Row (L to R): 

Jackie Car\'ey, Amanda Moimile, Leslie Kantorski, 
Allison Citro 




Doomie and 

Gilbert pose in 

front of the 

state house. 





The Seniors are all smiles after being elected by fellow 

classmates to be the representatives for the 2002-2003 

school year. 



Ryan, Steve and Meg 

working hard on the 

next event... 
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Jamie and Jennie take a 

break for a quick snapshot. 

:) 





Co - president Liz Hall 

tries to conduct a 

meeting. 
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Rutland Historical Society and the Rutland Free Library. 



JETS CLUB 



ART CLUB 



The JETS club is a club open to all of the high school students. 
They compete in contests and challenges to open up opportunities 

in the school science department. 



Art Club tradionally creates a float for the Halloween Parade, a mural for First 

Night, and a visual arts magazine of student work. In addition to these projects, 

the club offers an "open studio" for students to work in their free time. 






Front Row (L to R); Mr. Welch. "Jimmy" Jin Xing Zhang, Second Row (L 
to R): Jessf Narkewicz, Billy Wriglit. Nathan Netsch, Eric Edwards. Jonathan 
Wise Third Row (L to R): Brenl Pennington. Andrew Wallet Missing: 
Aaron May, Ryan Daly. Corey Tredtin, Alison Webb 





Friiiit Run (L to It): k>le McGrath, Phil Hamm, Adam Howland Second Row (L to R): 
Asliley Matieson, Jenna Abatiel, Laura Messier, Liz Hall, Allie Ogg, Amanda Johnson 
Tliird Row (L to R): Katie Crosby, Matt Mullin, Sara LaBate. Richelle Franzoni. Lindsay 
\\ riiiin, Mike Muliin. Kate Richardsi, Alicia Ferrell Back Row (L to R): Andrea Hawley. 
Mi. Lower. Colby Shaw. Mr. Hal ford Mis.sing: Mike Woods, Greg Sierman, Ashley 
Culeman, Holly Jones. Karen Phelps, Kristen Bassetl, and Amethyst Colomb 
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The Art Club with this years Halloween 
Parade Float. 



Rutland Historical Society and the Rutland Free Library. 



Activities 29 









Orchestra and Band 



Orchestra and Band are two of the biggest performing music groups in the 
school. They accept all interested students and perform in a variety of concerts on a 

regular basis. 




30 Clubs 




The jazz band performs for a large group of 
people during one of their festivals. 



This yearbook was digitized by -volunteers from the 









Unoredictables & Chambers 



Unpredictables is a group of female singers who perform at different music 
festivals and sing the national anthem at a variety of sporting events. Chambers is 
the same type of group, except half of the members are male. 
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Rutland Historical Society and the Rutland Free Library. 
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First Row (Left to Right): C. Liph.afdt, J. ChuiiiitTe, V. tn^^ler, M 
Ahearn, J, Narkfvvic/. Second Row: A. Austin, R, Grtt'ne, B. IX-nehan 
K. Collins, J. Carvcy Third Row: A. RumiM, E. Shea, K. Aht'dm, 
R. Gartner, S. Gillette Last Row: S. Bride, j. Hollander, W. Keough, 
K. Graves 
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Front Row (Left to Right*; S. Britif. V. Englcr, J. Carvey, M. Mullin 
Back Row (Left to Right): F. Wright, W. Keough, J. Hollander, 

I. Narkewicz 
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Left to Right: Aram Barsumian, Rachel Greene. Jancea 
Choiniere, Andy Cunningham 



Rutland Historical Society and the Rutland Free Library. 
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Rutland Historical Society and the Rutland Free Library. 
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Pui On Your Dancing Shoes students 
practice their dance for the open house. 



38 



The Maine YES l-'ian sailing studenLs wait for to eai their lobsters during 

a lobster bake. 

This yearbook was digitized by volunteers from the 
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Rutland Historical Society and the Rutland Free Library. 
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Bc^y^CrossCountry 



Girl^CrowCoutitry 




The boy's Cross Country 
team had a very successful 
season this year. Some 
athletes such as Pal Abatiell, 
Brian Firliet and Andrew 
Simonds had personal bests. 
They competed against such 
schools as Otter Valley, 
Leland and Gray, Mill River, 
Brattleboro and Mount 
Anthony. Their season ended 
favorably with the team 
placing second overall in the 
Marble Valley League. 





Fronl Row: <L to R) Pat Abatiell, Matt Allen, Brian (-itliet, Colin Arthur, Andrew Simnnds, Mall 
l.^wrencL', Ryan Goss 

Second Row: (L lo R) Coach Mike Carmolli, Ted Lind^ren, Ben Purceil, Matt Marsh, Rub Turner, 
Tom Masst', Ryan Patch, Coach Tom Geisler, Coach Greg McClalien 



Front Row: (L to R) Morjjjn MacCuaig, Torey OIs*)n, Liz Hall, Deni.si' Riordan, Melanie Coleman 
Second Row: (L to R) Coach Greg McClallerv, Coach Tom Geisler, Kathleen Sanborn, Yvonne 
Olnt'V, Kate Brittain, Coach Mike Carmolli Missing: Allie Ogg 




This year marked the end of 
a great era. Coach Greg 
MeClallen decided to hang 
up his running spikes after 
32 years with the cross 
country team. Next year he 
will be moving on, leaving 
the cross country team to 
Mr. Carmolli. Though he 
will not be present on the 
field, his teachings and 
memories will always be 
remembered. 
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" Him picking me up in his truck during one 
of our long runs." 

-Ted Lindgren 



"Bringing Greg to Target." 



- Morgan McCuaig 



"Listening So his stories.' 




The Girl's team had an 
excellent season. Some 
.strong runners included 
Gatorade State Player of the 
Year athlete, Kathleen 
Sanborn, Denise Riordian, 
Yvonne Olney and Allie 
Ogg. The team look first 
place at the Marble Valley 
League Championship for the 
fourth year. They also won 
all of their meets at 
Mountaintop and Brattelboro 
as well as winning the 
Chester Invitational. The 
girl's finished fourth in the 
state overall and third in New 
Englands combined with the 
rest of the Vermont team. 



The girls lake a quick group shot before 
they get down and dirty. 



"I fell down a hill and took a 
nosedive at The ford because the 
hill was icy." -Yvonne Olney 

'"During a race I look a wrong 
turn and ended up ahead of 
everyone else. I had to turn 
around and go back" - Torey 
Olson 

"I got pushed into a tree once" 
- Brian Firliet 




- Brian Firiiet 



Liz and Melanie during 
team bonding time. 
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And they're oftl The giri's team starts at the beginning of the New 
England Invitational. 
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Kalie B. and Angela D. alter 
winning the invitational at Essex in 
2002 




From Rciw(L to R) A. Green, M. McKcrr/ii;. A. Bngfs. J. Kl'IIv. K. Hlancharcl. K. Baittv'. A. Delaun 
Second Row(L 10 R) M. Chock, S. Whjichead, A. Symcrski. K. SlOL-kton. T. Urhani. K. Jamus, 
F., Maiincy I Manager) 
Third Rim (I, ro R) K. amway, M, Smitfi. H. tirmiillard. S. Cartt-r. K. Thumpson. 

J. V. Cheerlea^ 



Sam C. Taryn K, TitTany I .ami Amanda 
B. Arter a long 4 days at Cliccrlcading 
Camp, let's go home girls! 





Friinl R(iw(t, to R) A. AhhiH. C. C.ini/lkiiii. M Sninli. 
Second Row(J, to R) K. .fakiiholoski. H. Tlinm, ['.. F.ainn, A. Lyin;h. M Cortway. 
Ihird Row(L to R) Mairagcr SLisan l-osby. J. Ktiapp, M. Blortdjard, TnitiL- Huviirter (CtJach). 
M. Smith, H, Uiiotli. M. Trombley 



TliL- squad hits all uflhcir stunts at a 
football game. WAY TO GO GIRLS!! 
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Winter Cheerlea<fiiig 



vARsmr 



iMM 




g 



I SCHOOL HORBTS 




Tlic- t'hci;rli;a(Ji."f!i shake ll liu a illjfii; trawd 
al the NV A C com pe I i I i nn i nEsse\! 



Front Row (L to R): Michelle Schock, Taryn Kelly. Kaitlin Bailey. Katie 
Blanchard. Amanda Briggs. Erica Manney Second Row (L to R): Molly Smith. 
Angela DeLauri, Mo I lie McKenzie, Aleiss Greene, Katie Stockton Third Row (L 
to R): Katie Conway, Samantha Carter, Emily James, Katie Thompson Back Row 
(L to R): Cara Austin-Coach. Tiffany Urbani, Heather Broiilliard, Samantha 
Whitehead, Ashley Smyrski-Manager 



"^ 




Right: The girls 
pose for a picture 
in the locker 
room at MSJ! 
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Z0O2 Results 




Team 


Us 


"I'hem 


Mouni Anthony 





1 


Essex 


2 


3 


Spaulding 


2 





Springfield 


5 





Fair Haven 


5 





Mill River 


2 





Brattleboro 


1 





Hartford 


1 


1 


Springfield 


2 


! 


Otter Valley 


3 


1 


MSJ 


5 


1 


Mouni Anthony 


4 


3 


Hartford 


3 


I 


Brattleboro 


2 





Missisquoi 


2 


1 


Mount Mansfield 2 


I 


North Country 


3 


2 


CVU 


t 


4 




FRONT ROW (L to RJ: P. Collins, B. Sw.irtz, N. Graham, L. Purcell (cpt.), C. Andrews (cpt,), 
J. EdstTton, G. Barnes. T. Aiild, J. Diinahui;, C. McNutt SECOND ROW (L to R): Coach 
Abrahamstw, S. Bride, P. Biddtrscombe, |. Hacliett, J. Nelson, D. Lawrence, 8. Laderoute, 
S. t>ePiano, P. Haraillon, B. BritTrt-, T Kallt-n, 5. White, B. Cormlev, D. Rilev 





FRONT ROW (L to R): N. Gillam, C. Archer. J. Pluta, J. Allen, M. McClellan, K. Rvan, 
T. Washburn, L. qala, D. Peti'rscm SECOND ROW tL to Rt; Ciwch TJ Moran, C.' Robbins, 
G. Manukka, S. Crcihd, W. Gormlev, S. Bvme, I. Harper, B. Harrisun, R. Ziltiki, Y. Knbavashi, 
B, Mullin MISSING: A, Elauywala, C. Vero-Cassavant, J. McCkuighlin, S. Maguire 



What matte this team easy 
to coach? 

They wanted to have fun 
and team. 

What difUculties did yon 
experience in building the 
team? 

There were 30 players. 

Hon did you build team 
spirit and morale before 
and after a tough game? 

We discussed the game in 
great detail and had a fun 
team talk. 



RedBoys Soccer 



1 




FRONT ROW (L to R): D. Kyan. Z. Smith, M. G.imfant), 8. Get-, R. Slahle, C. Wilson, J KinsItT 
S. Perzanowski, J, Uirson SECOND ROW (L to R): S. Powsner, M. Warner, N. Corsiinnes, 
M. Vamey, T. Cassidy, C jarocki, D, Wraf;a, M. Hill, K. Franzoni, R, Charnook, B. Citro, Coach 
lavWilson 
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Varsity Reld Hockey 



2002 Results 






Us 


Them 


Fair Haven 






1 


Burr & Burlon 






n 


Otter \ allej 






1 


Otter Valley 






2 


Woodstock 






I 


Burr& Burton 






(1 


Brattlcburo 






4 


Middlebury 






1 


Hartford 






3 


Mt. Anthony 






1 


Brattleboro 






I 


Windsor 









Hartford 









Mt. Anthony 









Es-iev 






1 




Third Row (L-R) Amanda Dagg, Christy Ogg, Karen Phelps. Jcssiea Prjor. 
Coach Lynne Sanders, Stephanie Caselia. Caitlin Byrne, Allisoti Jordan. Laura 
Pierce. Anna Dunlon-Gallagher, Second Row (L-R) Madison Campbell, Emily 
Gartner. Karin Ciol'fi (as.s't capt.) Morgan Crossman (eapt.) Lisa Shortle, Keili 
ClilTord (ass't capt.) Jody Chamberlain. Front Row Lindsey Taylor 



JV Red Reld Hockey 




Back Row (L-R): Coach Theresa Sunderland and Coach Joyce Bouchard, Third 
Row (L-R): Lindsay Dick. Keri Massie, Cathlcen Tobin. Kelccy McLaughlin. 
Laura Forshay. Liza Martin. Kathleen Austin, Beth Shortle. Linsey Baker. Kayla 
Masse. Second Row (L-R): Jessica Littler, Katrina Caouctte. Cara Houston, Tara 
May hew, Jane Moran. Sarah Lavak, Jessie Wetherby. Katie Mitiguy, Courtney 
McMahon. Front Row (L-R): Danielle DelBianco. Kristi Eels. 





Shoot Score Win 
INTENSITY! 
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JV Girls Soccer 



2002 Results 



Us Them 



Fair Haven 

Middlebury 

Glens FalU 

Mill River 

Burr &Burton 

Hartford 

Brattteboro 

CVL 

Mt Anthony 

Hartford 

MSJ 

Fair Haven 

Brattlcboro 

Ml Anthonv 



This year, the Varsity Girls 
Soccer team, led by cap- 
tains Mackenzie Sivreland 
Emily Grant, had an ex- 
cellent season, losing only 
four games. Coach Lori 
McClallen was happy with 
the season, comenting that 
the team was easy to coach 
due to "the chemistry 
among the players... and 
strong leadership." 






FRONT ROW: (L to R) Jessica Campben. Katie Cole. Emily Grant (cpt). Lori Alliaire, .Sara 
Brtwkman, Kaylie Will, Caillin McKane. Kortney, McGrath, Allie Buz^eil, Alyssa Chen. 
SECOND ROW: (L to R) Lori McCallen (coach), RichelleFrati/.oni (mgr). MoiraGheni.NMcolc 
Adams. Molly Reis. Caeleigh Becrwonh, Niki Downey, Carson Laderoute, Mackenzie Sivrei 
I cpt), Jill Steigerwald (mgr) 
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FRONT ROW: (L to R> Christine Liphardt, Liz Schindler, K.ri.sten Pollack. Danielle Gray 
(t:pt) Hannah Bride, Lindsey Felkl (cpt) Heidi L)^^!, Gillian Dolce. Amanda Braddar. 
SECOND ROW; (L to R) Mike Coppinger (coach) Courtney Stevens, Meghan Bragg. Jillian 
Gee, Breane While, Jamie Ravenna, Emily Potter. Erika Notte, Emily Shea, Madatyn Kirbach. 
Amanda Guara (mgr.) 



Freshmen Girls Soccer 



2002 Results 






Us 


Them 


Fair Haven 


2 





Middlebury 


1 





Glens Falls 




4 


4 






Mill River 


6 





Burr& Burton 


« 


1 


Hartford 


4 





Brattleboro 


3 


1 


cvu 





6 


Mt, Anthony 


3 


1 


Hartford 


4 





Fair Haven 


3 


2 


Brattleboro 


3 


2 


Fair Haven 


4 





Mill River 4 

o oo^j SC 




1CCER 








FRONT ROW: (L to R) Emily Tredlin. Caroline Hill. Krisiin Pockeiie. Melissa Eddy. Molly 
Candoti, Christy Horvaih. Ashley Coleman, Kelsey Gero, Molly Steigerwald. SECOND 
ROW: (L to R) Lauren Cater. Alyssa Pralico. Mackenzie Cater, Stehanie Black. Maryane 
Gillen, Jenna Polgar, Rachel Allard, Rachel Vandenberg, Kiki Wilberg, Emily Nelson, Brett 
Myhre (coach). THIRD ROW: (L to R) Alex Lefter. Rachel Douglas, Laura Curran, Amanda 
Mollinson. Nora Purcell, Stephanie Woods. Brianne While. 




2002 Results 






Us 


Them 


Otter Valley 


2 





Middlebury 


1 


r 


Mill River 


3 


1 


Mt, Anthony 


1 


2 


Burr<& Burton 


3 





Hartford 


5 





Brattleboro 


2 


3 


Black River 





1 


Mt. .Anthony 





4 


Middlebury 


2 





Mill River 








Brattleboro 


1 


2 


Burr&Burton 


I 





Hartford 


3 





^B 


■■ 


■^ 
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BoysVarsityFootball 



2002 Results 






Us 


Them 


trattleburo 


16 


13 


.lAll 


60 


7 


tartrard 


21 


14 


LSSfK 


« 


14 


A'ndon 


35 


14 


\.(. High 


17 


14 


iliildlcbury 


14 


7 


it Johnshur* 


33 


12 


iISJ 


32 


12 


lartrord 





35 



■L^ 



,^ 



■%^td-^.y^-- 







"My role as a teacher and 
a coach was to teach 
football techniques as well 
as teach life's values like 
positive attitudes, team- 
work, and 110% effort." - 
Coach Kolodzej 



Third Row (I to r|: C. Randall, manager,!. Young. maiiager.M. Howard. munagLT.S. ShorlL-.J. WalL-l, 
K. MassiL'.Z. Thorn son .T. Fdion.i. Eddy.B. Part: n /en, G. Fdlcv.A. Kicrron.J. C'andon.B Wiltiamsnn 
Srcond Row(l to r);L. Mcssiuf. managcr.G. Lew is, M. l-rcdellcP. Maticr.D. Turro.S. BItxjmtr, 
G. ML'L.aughlin,J. Dclpha,S. Hor\alh,A. Barbcr.J. Forbcs.R, Sabalaso, wacli.M. Calijiuiri, efsach, 
M. Dorion, trainer.M. Norman, coatll FirstR ti» {1 to r): B. Matleson.B. l.e/rer.!*. Porter.Z. Colly, 
S. Piomcl(,M, McLeod,N. CiroccQ- MeisiiijiiL'i-,13. BaroncK. Nonon.D. WcsU. 0'Malli;y,T. .Sit-mutha, 
S. Grabowski.M. WtMzIer,J, Normatv. 



Intenaty With Integrity 



Back row(l to r)J. MeuhThird row(l to r)E, SociaJ. Piontek,Z. Thompson. B. Mordecat, 
A. Kieman,B. Part;n7an,B. Wilhelm,S. HnrvaLh,S. Bloomer. 

Seconil row{l to r)P. Ciuyeue,J. Eddy,K. Tricell.A. Barber,A. LabatcJ. Wallet.Coach 
Kolodzej, Coach Cappagrossi.Coach PockelleFirst row(l to r)M. Fitzsiramons,A. Conway, 
i. Forbes.B page,M Fredette.G Mclaughlin, M Wilhams,J. Keough.N. Lagasse. 




% BoysFreshmewFootoall "t 




Back row(ltor) R.J. Fredette, R. Rds, A.O'Brien.A.May.K.Stratlon.N. Will. J. Bouthard-'Ihiid 
row (I to rjCoach Saboika.D. Jensen. B. Therricn.n. KrausJ. Esies.A. SircM. Seager, 
M. WrJghl.T. Ftain.Coach Bellomo.Second row(l to r) J. Lind.i. Wisell,R. Felion,A. Webster.E. 
Grabowsii:i,B. Razzaghi.T. Forguiles.S, Rumrill.C. Ciot'fi. Front row(l to r)A. Lejoyice, L. 
Rooi.J. McKeon,B. Meisinger.J. LawernccT. Perry, S. MormilcM. Falco,M. Forte.C. 
Disorda. Missing; Coach Daley. Coach Olson.Coaeh Bowden.G. Briggs.A. Mclntyre. 
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Laura and Jill 
stop for a rest! 




Front Row (L to R>: Patrick Biddescombe (Capt. ). Laura Messier (Capl. ). Jill 
Sleigerwald (Capl.), Emily Nelson, Drew Peterson, Patrick Maher (Capt. ) Back Row 
(L to R): Coach Mike Miller. Brett Mullin. Molly Sleigerwald, Brian Firliel, Torey 
Olson. 



Pat takes the lead and 
goes on to win forRHS! 



Molly tries to squeeze by as they head 
down the hill to the finish! 
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Chris Andrews, Mike Austin, Kathaxina Bachman, Corey Baliou. Aaron Barclay, Trever Bryant, Sean Byrne. Katrina Caouette, 
Adrian Chen, Karin Cioffi. Matt CiofTi, Josh Edgerton. Lindsey Fclkl, Matt Fiske, Andrew Flanders, Hilary Greene, Jim Henry, 
William Holland, Cory Hoover, Adam Howland, Amanda Johnson. Alex Keiley. Jared Kinsier, Aiex Lefter, Jimmy Lind. Heidi 
Lynch, Kourtney McGrath. Corey McNutt, Amanda Mormile, Scth Mormile, Alexis Ogg, John O'Malley, Lauren Opsahl, 
Corey Pearson. Ira Powsner. Seth Powsner. Jamie Robillard. Kyle Robillard. Erik Ronn, Shane Rumrill, Ethan Snyder, Robert 
Stable, Aaron Webster, Dylan Wraga, Lindsey Wraga, Richard Zilski, Evan Culver, Gregory Sierman, Mary Beth Furman, 



Alicia Ferrell. Tim Hubbard, Nikole Barron 




Catrina and Hillary show 
off their snow board 



Team Shot at base of mountain 



Pat zooms by the crowd! 
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Racing to the finish line!! 
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(L-R) Back: Kim ILiiuK. Shane Landherr, Ryan Loseby. Trevor Dumas, Andy McJarrett. 
Mike Weizk-r, Kyle Bourgeois. Travis Felion. Mark Borkow ski-Head Coach (L-R) Front: 
Jeremy Allen, Randy Felion, Adam Rathbun, Scott Ross, Billy Wright, Matt Allen, KJefer 
Tudor, Jason Coarse 



Extreme Sports???? 







From R(iv\:Amanda Bradder. Elizabeth Schindlcr, Annie tiormlcy. Sarah Long, Jeremy 
McKeon, Robert Reis, Jared Larson, Charles Robbins, Madalyn Kirbach, Lindsey Dick. 
Kristen Pollock, Patrick Sec, Seth Creed. Alison Webb, Laura Grabow, Courtney Kost, 
Morijan MacCuatg, C'aitlin McKane, Davcy Turro, Brian Gonnley, Adam Barone, Bradford 
Herbert, Katherine Cote. Meghan Block, Stephen Byrne. Drew Southworth. Steven 
DePiano, Jesse Larson. Eli See, John Casella, Alyssa Duda-Mgr., Greg McClallen-Head 
Coach. Joe Bianchi-Asst, Coach 



J!> 
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Third Row (L to R): Michael Caimolli (Coach), Tom HetTeman (Head Coach), 
Ryan Patch, Devin Riley, Tyler Kail en, Andy Cunningham, Matthew Marsh, Seth 
Piontelc, Bennett Laderoute, Jim Metib Second Row (L to R): Kent Smith. Jay 
Donahue, Nicliolas Corsones. Brandon Woodard, Kama Ryan, Graeme Wilson, 
Mike Fredette, Patrick Abaiiell Front Row (L to R): Zach Smith. Alex Mclntyre, 
Stefan Comparini, Brett Porter. Jean-Paul Desjardins, Glenn Bames. Yuki 
Kobayashi. Tyson Auld 



PICTURES (L TO R): 

Tyson Auld, Zach Smith, Greg 
Foley jumps high!: Tyler 
Kallen; the track team 
practices in the hail way; Brett 
Porter, Neiman Groce Jumps 
over the bar! Go Neiman!, 
Glenn Bames closes in on a 
competitor! 
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Third Row (L to R): Micheal CarmolH (Coach), Kent Smith (Coach), Tom 
HetTeman (Head Coach), Kathleen Sanbom, Yvonne OIney, Jessica Scherer, Kate 
Brittain, Jillian Gee Second Row (L to R): Gillian Dolce, Alyssa Chen, Laura 
Pierce, Megan McLaughlin, Jessica Campbell. Jaime Gilbert, Mackenzie Cater, 
Lauren Cater Front Row (L to R): Lindsey Taylor, Kristen Pockette. Liz Hall, 
Mackie Sivret, Denise Riordan, Meg Howard, Breana Coombs, Emily Gartner, 
Caroline Hill 



8 «r"^^^B 




PICTURES (LTOR): 

Emily Gartner chillin' at 
practice; Breana Coombs, Kate 
Brittain, Liz Hail throwing the 
shot-put batl;Sara Gilbert and 
Denise Riordan chill out at a 
meet;Je5sica Scherer, Lindsey 
Taylor mns to a victory!; 
Yvonne Olney and Allison 
Buzzell 
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Scores/ Results 



Us Them 



Norllifiel HS 


U 


J 


Spaulding H§ 


5 


5 


Wood stack 


3 


2 


MSJ 


5 


2 


Burlington 


2 


5 


Stowe 


4 





Essex 





10 


Middlebury 


5 


] 


Glens Falls 


7 


2 


CVV 


2 


7 


MSJ 


2 


I 


Rice Memorial 6 


5 


.South Burlingt 


on 1 


4 


Burlin<^ton 


6 


4 




Front Row (L to R): James Keougli. Justin Lawrence. Brad Matleson. Brendan Collins. Bobby 
Williamson, Moira Ghent, Patrick Collins, Brook Jordan, Tom Masse. ScoU Hannigan. Dan 
West, Mike Seager, Dustin Ryan. BackRoM (LtoR): Amy L>'nch(mgr.).SabrinaBrusolnigr,). 
Jessica Littler (mgr.), Greg Lewis, Pete Hamilton, Chris Adams, Matt Hill, Ross LaLanceite, 
Mark Seager, Bryan Gee, Ben Brterre. Assi, Coach Bill Bascom. Coach Dirk Sieupert. Missing: 
Assi. Coach Scott Ma\ham 
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Boys Varaaty Basketball 




^(L02-20tt3Jls£a!ian 




lis 


Them 


Burlington 


47 


57 


iVIiddlebury 


57 


56 


HotidavClasste83 


54 


HolidayClassicSS 


52 


Brattleboru 


60 


67 


Mill River 


59 


50 


St. Johnsbur\ 


45 


69 


Burlington 


42 


5! 


MSJ 


63 


43 


Ihttrord 


63 


68 


Springfield 


61 


53 


Hnrtford 


6ti 


61 




Back Row (L to R) Marlee Forte (Manager), Jason Delplia, Shavvn Horvaih, Dylan 

Bender, Ryan Cassidy. Steve Shortle, Justin Candon, Jesse Builer, Jason Cassarino 

(Coach) Front Row (1^ to R) Greg McLaughlin, Jake Eddy, Kyle Massie, Nciman 

Groce, Quinn Mcisinger, Frankie Sanborn, Nate Graham, 
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JV Boys Basketball 



Rack Row (L to R) Brett Parenzen. Jake Eddy. Rob Turner, 

Vndrew Kieman, Brad Wilhelm, Brian Citro, Coach Geisler 

I ront Row (L to R) Collin Vero - Casavant, Tyler Perry, Pal 

Guyette, Justin Pomykala, Evan Socia 





Freshmen Boys Basketball 




Back Row (L to R) James Wisell, Sawyer Hathaway, Garett 

Brewer. Ben Harrison, Chris Turco. R.J. Fredette, Mike Forte, 

Coach Wood Front Row (L to R) Patrick Gilligan, Sean McGuire, 

Brendan Meisinger. Levi Root, Sam Perzanowski, JefT Stone 
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Girls VarMty Basketball 



2(m2-2(l()3 R 


nuUs 






Va 


TiTcm 


U32 


36 


39 


Essex 


23 


41 


MS,I 


39 


30 


Middlebury 


52 


61 


MS.J 


36 


28 


Springflcld 


59 


39 


Mt Anthony 


56 


69 


Brmtleboro 


55 


50 


vn 


42 


43 


Bniirleboro 


37 


38 


Bt'Ilov^s Falls 


65 


40 


Mill River 


39 


40 


Olti'r \'alle> 


42 


49 


Hui'irurd 


43 


39 


Fiiir Haven 


38 


45 


Hartford 


51 


43 


Bellows Falls 


33 


47 




Front Row fL to R): Natalie Marcliese. Ashley Leach, Carson Laderoule, Katelyn Conway 
(capi). Brittany Welch (capi.). Laura Dumas (capt.), Nicki Downey, Lauren Gilligan. Jaclyn 
Sanborn Second Row (L to R): Stephanie Casella, Sarah Brookman, Vicki Guelii, Laura 
Hassebroek, Jane Moran, Coach Christopher Levins 




Girls JV Basket- 
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Front Row (L to R): lituiniic White. Ruby Sojourner, Katie Mitiguy, Tara 
Sullivan. Caiilin Bjriic. .Amanda Vumbaco 

.Second Row (L to R): Emily Shea (manager). Danielle Delbianco, Megan 
Bragg. Lee McLeod, Jamie Ravenmi, Michelle Laliberte. Erica None, Coach 
BUI Grecno missing: Samamha Carlson 



20U2-ZDItJ Rt^ulLs 




Us 


Them 


11-32 3« 


39 


Essex Z3 


41 


MSJ 39 


30 


Middleburv 52 


61 


VJitI River 33 


46 


MSJ 34 


25 


MSJ 36 


38 


.Springfield 59 


39 


MAi: 56 


69 


Bratttel)oro 55 


SO 


V-M 42 


, ,„<t.. .. 


Briittleiraro 77 


■■■:$kr^^, 


Bcirows Falls 65 


40 




**».' 



2002-2003 ResuMs 






Us 


Them 


tlurtfnrd 


32 


44 


Oiitr Valley 


39 


35 


MSJ 


24 


40 


Windsor 


50 


40 


Mill River 








Burr& Burton 


50 


19 


Springfield 








MS.I 


56 


25 


Bratllelioro 


32 


.14 


Hartford 


44 


41 


Brattlcboro 


25 


39 




I 



Girls Freshmen Basketball 




Fintt Rovi (L (u R): VlaryiinriL- GilL'n, Calhi Kolh. i<;ithlucn Ausliii. Sauiidru Bonilla, 
Nlstia H;il]aril, Sachcl Allard. Melissa Eddy, t r\stal Oarrow 
Second Hn« (1. to R): Canch Daryl Ellison, Kristy Horvalli. Amanila Bova, Emily 
f'liUcr. MiiHy LandDii, Kayla Dcnno, Megan Kennelly, Xaiioa l*iitgar, Aiiiunda 
Moll I son, CDach Dick Wright 
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T 

Woitiens Varsity Hockey I 




Front Row (L to R); Judy Forrest. Nicole Adams. SiephaniL- Uorvalh. Kaly Biilterly, Belh Lee. 
Lindsay Baker. Brooke Conway, Emily Trcdiin. Cara Broad well Back Row (L to R); Coach 
Bmadwell. Rachel Vandenburg, Jody Chamberlain. Liza Keltey. Christy Ogg, Courtney 
Stevens. Sarah Livak. Alyssa Donovan, Laura Vaillancourt, Katie Carpenter. Coach Matthews 
Not Pk'lured: Emily Roth & .Anna Townsend 
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Juniors - Class of 2004 





(lass Officers 

Front Row (LuiR); Jymie Gilbert, Emily Gartner. Alyssa Chen 

Second Row (LtoR): Jessica Sehcrer. Andy Cunningham, Greg 

Foley. Kaihleen Sanhoni, Matl Marsh 
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Barnes. Heather 

Barone, Adam 

Barrett Kasmira 

Barrett Chelsey 

Bedor, Katherine 

Beerworth. Caeleigh 



Behnken,Jereiniuh 

Bender. Dylan 

Bersaw. Matthew 

Bilodeau, Stephen 

Bloomer. Stephen 

Bossi. Kayla 
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Bourgeoi.s. Kyle 
Bridge, Emily 
Brierre. Benjamin 
Brower, Garretf 
Brown, Michael 
Brown. Patrice 



Brown, Douglas 
Bruso, Sabrina 
Bunker. Jeremy 
Bushey. Brandon 
Bynie. Erin 
Campbell, Jessica 



Campbell. Madi.son 
Candon, Justin 
Caouette, Kairina 
Carpenter, Katie 
Carrara, Jeremy 
Carter, Samantha 



Cator. Caitlin 
Chamberlain. Kevin 
Chen. Alyssa 
Choiniere, Janeea 
Ciolfi, Karin 
Coarse. Jason 



Coleman, Melanie 
Collins. Patrick 
Colomb. Amethyst 
Cokey, Isaiah 
Comparine. Stefan 
Conway, Katie 



Corsi. Danielle 
Co ug hen our, 
Gabriel le 
Co veil, Courtney 
Grossman, Timothy 
Culver, Evan 
Cunningham, 
Andrew 

Cyr. Lauren 
Daly, Dee Ian 
Daly, Ryan 
Davis, Joseph 
Decell. Tara 
Delpha, Jason 
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Dickinson . Sara 

Donahue. Christofrer 

Donahue. Jay 

Dow ling. Eric 

Downey, Nicki 

Dunkerley. Amy 



Durfee. Joleen 

Duval Jr.. Henry 

Duxbury, Kenneth 

Edgerlon, Joshua 

Eel Is. Kristina 

Egan, .^lli-son 



Ehmann, Evan 

Euber. Amanda 

Fag an, Erin 

Pagan, Daniel 

Fielder. Stephanie 

Firliet. Brian 



Foley, Gregory 

Forbes, Justin 

Forte. Helen 

Fredelle, Michael 

Fredette Richard 

Fredetie. Amber 



Gardner. Amanda 

Gartner, Emily 

Gartner, Rachel 

Gennette. Andrew 

Ghent. Moira 

Gidding.s. Jamie 



Gilbert. Jamie 

Gillen, Caroline 

Gillette. Sarah 

Gilhgan. Lauren 

Goodair, William 

Goodrich, Kaillin 



Gormley, Brian 

Goss. Ryan 

Grabt)w, Laura 

Graham. Samaniha 

Graves. Kimberly 

Gray, Danielle 
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Guetii. Victoria 
Hamilton. Peler 
Handy. Kim 
Hannigan, Scott 
Harper, tan 
Hawes, Ashley 



Holland, William 
Horvath. Shawn 
Hunter. Jamie 
James. Emily 
Jensen. Scott 
Jeromin, Kerrin 



Johnson. Heather 
Jones, Jaqueline 
Jones, Jason 
Kaegi-Rydberg. Cliff 
Kallen, Tyler 
Kimball. Matthew 



Kobayashi. Yuki 
Kost. Courtney 
Kowalewski, Courtney 
Kultig, Colette 
Lacroix. Rob 
I^deroute, Bennett 



Lafaso, Cassandra 
Landherr. Shane 
Landry, Matthew 
Larson, Janelie 
LeBIanc, Daniel 
Lee, Bethany 



Lemire. Zachary 
Lena. Joshua 
Lindgren. ML Theodore 
Longley. Donna 
l,onnan, Kimberly 
Lowell, Jessica 



MacCuaig, Morgan 
MacJarrett, Andrew 
Magro, Paul 
Maher. Patrick 
Manney, Erica 
Marchese, Nicole 
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Marcotte, Adam 

Marsh, Matthew 

Maslak. Katrina 

Masse Jr, Tom 

Massie, Kyle 

Mayer, Stephanie 



Mel r tire, Adam 

Mcirttyre, Robert 

McKane, Caitlin 

McLaughlin, Megan 

:Laughlin, Gregory 

McNeil, Chelsea 



McNuii, Corey 

Meighan. Courtney 

Miles, Jessica 

Mintzer, Pam 

Monson,Christopher 

Moran, Jane 



Morris, Shanna 

Mott. Matthew 

Moti, Allison 

Murray, Kaylan 

Narkewicz, Jesse 

Notte, Heather 



Olney, Yvonne 

Olsen, Jamie 

Olson, Zachariah 

Opsahl. Lauren 

Ouimette, Joshua 

Pallutto. Nathan 



Palumbo. Samantha 

Parker. Aden 

Peacock, Sarah 

Pennington. Breni 

Peryer. Evan 

Peters, Katie 



Petty. Rachael 

Phelps, Karen 

Powsner, (ra 

PreedoiTi, Tiffany 

Pulsifer. Jarrod 

Purccli, Benn 
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Quesnel, Ryan 
Radaker. Mary Beth 
Randall, Caroline 
Ray born. Nikia 
Reai'don, Kyle 
Reich, Zach 



Reilly, Amanda 
Root, Elizabeth 
Roskind. Mark 
Roy, Bryant 
Ryan, Kama 
Sanborn. Jaclyn 



San bom. Kathleen 
Sanborn, Carolyn 
Sanborn. Francis 
Scherer, Jessica 
Schock. Michelle 
Schultz, Brandon 



Seager, Michael 
Sh arrow. Janes.sa 
Shaw. Colby 
Shum. Michael 
Smyrski. Ashley 
Snyder. Ethan 



Sternberg. David 
Stevens, Brendan 
Stockton, Katilynn 
Stumpf, Hiiidi 
Sulham. Samantha 
Thompson. Katherine 



Tobin, Holly 
Traverse, Jessica 
Tredtin, Corey 
Turro. Davey 
Urhani, Tiffany 
VanGuilder. Stephanie 



Washburn, Gregory 
Webb, Allison 
Wener, Christopher 
Wetherby, Jessie 
White. Sam 
White, Jacquelyn 
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Whitehead, 

Samantha 

Whitt. Kara 

Williamson, Robert 

Wise, Jonathan 

Wolven, Caitlirj 

Wood, Erika 

Wright , William 

Young. Ashley 

Young, Tabatha 

Zobel, Nicole 

Adams. Christopher 

Allen, Matthew 

Am ado, Ashley 

Brouillard. Heather 

Chadurjian, Cortney 

aunay-Vandal. Misha 

Grandchamp, Lynn 

Grcgoire, A.shley 



Horton, Nichole 

Kellogg, Miranda 

Lacroix, Christopher 

Lewis, Gregory 

Lynch. Amy 

Perkins, Jennifer 



Richards, Joshua 

Stevens, Theresa 

Taylor, Lindsey 

Trinci. Jamie Lynn 

Will, Kaylie 

Williams, May 

Hackell, Jeffrey 
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Abbott. Amandy 
Ahem, Meghan 
Arthur, Cohn 
Atwood .Chris 
Baker. Eh/.a 
Barber. Andrew 
Barber. Nikkia 

Barclay. Aaron 
Barsumian. Aram 
Bassett.Lindsey 
Beaudry.Kristen 
Berg. MeMssa 
Blaisdell, Michael 
Blanchard.Brianna 

Bragg, Meagan 
Bride, Hannah 
Briggs. Evan 
Briggs. Mark 
Bruso.Siira 
Bryant. Kate 
Bryant, Trevor 
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Burch, Jessica 
Butler. Ryan 
Butts, Theresa 
Buzzell, Allison 
Bynie. Caiilin 
Cabrera, Roberto 
Carlson, Saniantha 

Casella, Stephanie 
Charles, Mare 
Chamock. Robert 
Clark, Samarvtha 
Collins, Amanda 
Conway. Adam 
Corsones, Nick 

Creed. Seth 
Culver, Alexandra 
Dagg, Amanda 
Dahlin. Melissa 
Daigle, Michael 

Dailey, Katelyn 
DiUzL Richard 

Dccell, Ashley Ritchie 
Delance. Zachary 
Delbiamco, Danielle 
Denardo, Megan 
Dick. Lindsey 
Dolce. Gillian 
Duarte. Jessica 

Dunbar, Ashley 
Durfee, Justine 
Eaton, Erica 
Eddy. Jacob 
Edwards. Eric 
Edwards. Miles 
Edwards. Nicole 

Fallon, Melissa 
Farman. Blake 
Farmer. Jerrica 
Felion, Travis 
Felkl, Lindsey 
Ferguson. Ashley 
Ferrell Alicia 

Fiske. Matthew 
Fitzsimmons. Michael 
Flanders. Andrew 
Forkey-Lawerence, Eric 
Forshay, Laura 
Zobel, Heather 
Fowler. Chris 
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Fowler, Jennifer 
Franzoni, Kyle 
Freddette, Nicholas 
Furman, MaryBeth 
Garafano. Micheal 
Gaura, Amanda 
Gauihjer. Zachary 

Gee. Bryan 
Gee. Jillian 
Genovesi, Kathleen 
Gentry, Li am 
Oilman, Francis 
Golden, Alicia 
Gormly, Will 
Gouldm Michael 

Greene, Hillary 
Guyette, Patrick 
Hall, Adrienne 
Hassebroek. Laura 
Hetzel, Corissa 
Hill, Matthew 

Hoove r,Alisha 
Hoover. Cory 
Horick. Alan 
Johnwn. Amanda 
Johnson, Lindsay 
Johnson, MicheaJ 
Jones. Amy 

Jones. Holanna 
Jones, Micheal 
Jordan. Brook 
Keefe. Tiffany-Marie 
Kelley. Alex 
Keough. James 
Kieman, Andrew 

Killary. Ben 
Kinsler, Jared 
Kirbach, Madalyn 
Knapp, Jennifer 
Knight.Robert 
Labate Angelo 
Lagasse. Nicholas 

Lalaiscette. Ross 
Laliberte, Michelle 
Lamb, Katherine 
Lanfear, Morgan 
Lavoie, Stephanie 
Lawerence, Peter 
Leach, Jeffery 
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Leach Johnolhan 
Libby, Amie 
Lindholme.Jaimie 
Liphardi, Christine 
Littler, Jessica 
Loseby. Ryan 
Lu2ader,Thomas 

Lynch. Heidi 
Machain.Katclyn 
MansRcId, Tiffany 
Marallo, Micheal 
Marceau. Tim 
Marro. Nathaniel 
Martelle, Lindsay 

Martin, Liza 
Masse, Kayla 
Massey, Kaitlynn 
Massie. Keri 
Malti&on, Cassandra 
McClallen, Micheal 
McCormack. Zachary 

McGrath, Kourtney 
' McGraw. Shawn 
McLeod. Lee 
Merriss. Jason 
Meub. James 
Milazzo, Justin 
Miller, Gregory 

Moore, Nicole 
Mordecai, William 
Morgan, Alexander 
Mullin. Banley 
Neathawk, Brittany 
Neathawk, Christai 
Netsch. Nathan 

Newton, Kasie 
Notte, Dana 
Notte, Erik a 
O'Bara. Heather 
O' Hara. Sean 
Ogorzalek, Kathryn 
Oria. Briana 

Owen. Joel 
Page, Britton 
Parcnzan. Brett 
Parnell. David 
Patch. Ryan 
Patterson. Keith 
Pecor. Sac ha 

Sophomores 77 



Pelkey, Chris 
Perrj'. Krisiira 
Peterson, Heidi 
Pierce. Laura 
Piontck. Jusiin 
Pitls, Derek 
Poddlak, Any a 

Poniykala, Justin 
Purdy, Ross. 
Rainville.Ryan 
Rathhun. Adam 
Ra/anouskiJiishua 
Richards. Sarah 
Rock, Alexander 

Rogoff, Catherine 
Romeo, Anna 
Ronn. Erik 
SarganI, Wayne 
Scott. Zachary 
Severance. Joshua 
Sharp. Richard 

Shea, Emily 
S hart le. Stephen 
Sienicki, Adam 
Sienkiewicz, Heather 
Smith .Jason 
Smith.Mery-ly 
Smith.Molly 

Smith. Zachary 
Socia. Evan 
Sojourner, Ruby 
Southwick. Linda 
Stahle, Robert 
Stevens, Courtney 
Terenzini, Joshua 

Thompson, Zachary 
Tohin. Cathleen 
Trice! L Kyle 
Trombiey, Dallas 
Tucpker, Randee 
Valentin. Jose 
Vandenburg, Rachel 

VanGuilder, Chelsey 
Vamey, Matthew 
Vumbaco, Amanda 
Waterman. David 
Wilhelm, Bradley 
Woodard, Brandon 
Woods, Katelyn 
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Worth. Kyle 
Wraga. DyUui 
Wright, Don 
Alberico. Tara 
Beaudry, Kristcn 
Bishop, Michelle 
Conway, Megan 

Eddy. Jacob 
Edwards. Miles 
Frank, Amanda 
Hanson. Amanda 
Lutes, Josh 
Martell, Lindsey 
Martin. Liza 

McLaughlin. Andrew 
McLeod. Lee 
Pollock. Kristen 
Rabtoy. Daniel 
Reynolds. James 
Seagren, Nikitta 
Sullivan. Tara 

Swartz, Brian 
Thow. Heather 
Turner, Robert 
Valentin, Jacqueline 
Wallett, Jonathan 
Watson, James 
Whalen, Katelyn 
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L. Shindier. A. Gormley, B. Shortle, K. Mitiguy, 
L. Durran,B. Meisingcr (missing) 








Abaiiell. Jenna 

Albarelli, Zachary 

Alexander, Brianna 

Allard, Rachel 

Allen. Jeremy 

Anderson, Christopher 

Archer, Christopher 

Auld, Breanna 

Austin. Kathleen 

Baird. Averie 

Baker. Kelli 

Baker. Lindsay 

Ballard, Nisha 

Bangley Benjamin 

Bartlett, Courtney 

Basse tt, Steven 

Bedard, Kayla 

Beebe. Jessica 

Benson, Aliysan 

Bergen, Evan 

Bergstron, Jesse 
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Bidgood. Danielle 
Billings. Heather 
Bishop, W, Alan 
Bissonnette, Jason 
Bizon, Britiney 
Black, Stephanie 
Blanchard, Monica 

Blanchard. Morgan 
Bonilla. Saundra 
Booth. Brittany 
Bouchard. Jackson 
Bova, Amanda 
Bradder, Amanda 
Brewer, Garrett 

Briggs. Gabrielle 
Broadwell. Cara 
Buck. Tony 
Bushman. Brennan 
Bultcrly. Kathryn 
Byrne. Collltn 
Byrne, Sean 

Call an, Anna 
Candon. Molly 
Capcn, R. Ryan 
Ca.ssidy. Trevor 
Cater. Lauren 
Cater. Mackenzie 
Coiffi, Christopher 

CJtro. Brian 
Clifford, Kaitlin 
Coccia, Kaysha 
Coleman, Ashley 
Collins. Brendan 
Conway, Brooke 
Connier, Ashley 

Corsones, Diane 
Crosby, Katie 
Crucitti, Anthony 
Curran, Laura 
Cyr, Reene 
Davis. Keri 
DeLauii. Nick 

Denardo, Emalee 
Denehan, Bern ice 
Denno. Kayla 
Disorda, Caleb 
Siva. Alex 
Donovan, Alyssa 
Douglass, Rachael 
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Forte. Michael 

Foster, Lisa 

Fraser, Alexander 

Fredericks. Collin 

Fredctle. Kandis 

Fredelie. Ronald 

Fredetie, Tiffany 




Fuller. Jenna 

Galiano. Andrew 

Garrow, Chrystal 

Gero, Kelscy 

Gitliani. Nick 

Gillen. Maryanne 

Gilligan. Patrick 

Gorman, Phillip 

Gomiky, Annie 

Grabowski, Evan 

Gueiti. Hazel 

Gunnip. Ryan 

Hain. Tyler 

Harri.son. Benjamin 

Har\'cy. Karia 

Hathaway. Sawyer 

Hawley. Andrea 

Heath. Echo 

Heck. Christopher. Jr. 

Henry, James 

Hill, Caroline 

Holland, Margaret 

Horvath. KrisSy 

Houstan. Cara 

Hubbard. Seih 

Jakubowski. Kristen 

James. Kirk 

Jarecki, Corey 
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Jensen. Derik 
Jones, Billy 
Kelley. Eliza 
Kennel ly. Megan 
Kharechko. Misha 
Krau.s. Aaron 
Kulig. Robert 

Lade route, Car.wn 
LaFountain, Wiiliam 
LiiFrancis. Amy 
Laird. Mary 
LaJoice. Alfred 
Landherr, Courtney 
Landon, Casey 

Larson, Jared 
Lawrence. Brittany 
Lawrence. Justin 
Lawrence, Matthew 
Lawson, Testa 
Leftcr. Alexandra 
Lemire, Michael 

Lind. James 
Livak. Sarah 
Logan. Samuel 
Long, Sarah 
Loseby, Chad 
Lose by, Susan 
Lougee, Morgan 

Lowell, Dylan 
Liitic^, David 
Lydic, AShley 
Mack. Aaron 
Maguire. Sean 
Manney. Breton 
Manney. Matthew 

Marchese, Natalie 
Marvin. Andrew 
.Matteson, Ashley 
May, Aaron 
Mayhew, Tara 
Mdntyre, Alexander 
McKeon. Jeremy 

McKirryher. Kaylnn 
McLaughlin, Jeffery 
Sullivan. Marya 
McLaughlin. Kelcey 
McLellan. Timmothy 
McNeil. Alicia 
Mee, Justine 
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Meisinger, Brenden 

Merritt, Nieholiis 

Miiiguy. Kathryn 

Mnllison, Amandn 

Monnile, Seth 

Molt. Jon 

Mullin. Matthew 

Manukka. Greg 

Nelson, Emily 

Northrop. Whitney 

O'Brien. Andrew 

Ojala, Lucas 

Olson. Torey 

Pal umbo, Alexandria 

Parker, Dana 

Peacock. Kris ten 

Pearson, Corey 

Perkins, Donald 

Perry. Hillary 

Perry. Samantha 

Perry, Tyler 

Peterson. Drew 

Plula, Jacob 

Pockette, Kristen 

Polgar, Janna 

Popailo, Amanda 

Potter, Emily 

Potter, Sarah 

Powsner, Seth 

Pralico, Alyssa 

Priiiciotia. Robert 

Prior, Samantha 

Purcell. Nora 

Randall, Amanda 

Ravenna, Jamie 

Raz/.aghi. Bardi;t 

Reis, Robert 

Richards, Jane 

Robbins, Charles 

Robillard, Kyle 

RiKJl. Levi 

Roth. Cathi 

Rounds, Priscilla 

Rumrill, Shane 

Ryan, Dustin 

Sadowski, Amanda 

Schindter, Elizabeth 

Seager. Mark 

Seidler. Ariel le 
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Seward, Kevin 
Shea, Amanda 
Shea. Michael 
Short le. Beth 
Smith. Cameron 
Smith. Megan 
Sokolowski, Linda 

Southwick. Kathleen 
Stan;?ioki. Rachael 
Sleigerwald, Molly 
Sternberg, Hannah 
Stevens, Aaron 
Stone, Jeffery 
Stratton, Kevin 

Stukus. Shelby 
Therricn. Brian 
Thcime, Amanda 
Thompson, Cassandra 
Thompson. Nathan 
Torres, Stephan 
Townsend. Anna 

Tredtin, Emily 
Trombley, McKenzie 
Trono, Joseph 
Tudor. Keifer 
Turco. Christopher 
Turgeon. Danielle 
Urban. Jessica 

Urhani. Richard 
Vaillancourt, Laura 
Vcro-Casavam, Collin 
Vincent. Jessica 
Vradenburg, Kristen 
Warner, Michael 
Washburn, Ted Robert 

Waterman, Kevin 
Webster. Aaron 
Webster, Cole 
Weeden, Kaeyla 
White. Brianne 
White. Falyn 
Wilberg. Kristen 

Will. Nicholas 
Williams. Veronica 
Wilson, Brent 
Wilson, Chad 
Wilson, Graeme E. 
Wisell. Jame.s 
Wood. Derrick 
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SPIRIT WEEK '02-'03 

This year, spirit week was a little bit different. With the change of locker assignments, 
cnly seniors decorated the hallways. The annual pep rally,led by the cheerleaders hosted 
^ irious games and activites, including perfonnances by not only the cheerleading squad, 
t jt the varsity field hockey, cross country, and football teams. The student council also 
held a bonfire outside after the pep rally. Despite the rain, everyone had fun. 
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Which friend could you call after 10 years and pick up the conversation as if 

you saw them yesterday? 
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Emily Grant-Lisa Shortle, Valerie Engler-Kaitlin Baily, Ben Barone-Greg Sierman 
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Through these years I've met a lot of people, those who cared will stilt be with me in the end, and those who aren't never cared 
js who you are, your reputation is merely what others think of you. -Alciss Greene * Have some frickin fun, don't 
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S^ B * Don't take high school for granted, it's too easy for that, -Ben Burton * Don't get caught up in the panes of 
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A little advice 

to the 

underclassmen... 
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Q: What do you do in your spare time? 

A: Cause a Wal-mart rukus. 

-Tory Butts- 



Q: Whats your unfufilled 

desire? 
A: to play pro tennis. 

-Adam Rathburn- 
-Andrew Flanders- 

I 




Q: Where will you be in 10 Years? 
A: Stilt drinking too much coffee! 

-Cady Merrill- 



Q: What's your biggest pet peeve? 
A: Smelly Kids 

-J.R. Duval - 
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Q: Who's your 

TeddyBear? 

A:Sean Peilitier 

and 

Officer Hall 

-a certain group 

of seniors- 

Rutland Historical Society and the Rutland Free Library. 




Q: What makes you hot on a 

cold day? 
A:some good 'ol fashioned lovin' 

-Liam Gentry- 





I 

SWEETHEARTS DANCE 

J^eSmani 8tfy 2003 i 



This years king, Josh Terenzini 
and queen, Melissa Eddy. 
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This yearbook was digitized by volunteers from the 



Rutland Historical Society and the Rutland Free Library. 




Michael Mullin & Sara LaBaic, Presidenis 

Allie Jordan & Laura Dumas, Trcsurers. Breana Coombs & Jody 

Chamberlain. Secrtrtaries. Missing Glenn Barnes. Vice President 





FTBL FR.Soph, Jr. Than k Ma. 
Everyone enyjoy your years of 
college. Lyphek 



Develop in[erest in lil'e as you see 
it.in people.things,literaiure,music- 
the world is so rich, simply throb- 
bing with rich treasures, beautiful 
sons's and intersating people, forget 
youself, 
-Henry Miller 




•SC R , HKY,SNWB--Measure"nH 
by the number of breaths you lalfeT 
by the number of moments thayal* 
your brcailia w Liy . " vv. bb .j b.j r. sd^ 
.nig.jsjiim,ct@ notch, falls.chitt. $ 
rutlandgroiip.grassyknoll.jetiafai; 
"ihehouse'.Good Luck Alex^^nkl 
Vkim&Dad.Iloveu.JCR 143-mianx. 
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Stephen Adams 



In ihe twilight of my life I would like 
10 Thank :The Vampires-AndrewJa.son 
and Joe .The mortals- 
Ben.Nick.Dani.Bryan.Oliver and most 
of all my mom.' "If you pour water into 
a teapot it becomes the teapot. Now 
water can flow and it can crash. Be 
water mv friend.' 'Bruce lee 




Michael J. Alcorn 



I do what ! do not for you,noi for 
then, not for us, but instead for 
myself Thanks lo all thai have 
helped me become myself through 
this long and interesting journey. 




Veronica Kav Adams 



Thanks Slepbanie & my Buddy 1 wouldn'l 
be who 1 am tixJay witboul my best 
friends. I don't know vcr) mucb.Yotir 
Frying the egg!-Mainc w/Mel Gixxt 
Times.OtMxJ Times. Remcber Dr. Scuss 
"'You have brains in your head You have 
feet in your shoes You can move yourself 
in any dircetion you choose"OhThc Places 
Y""'i' Hn 




Hanna .Mlard 



m magkmurem i;rl/ 1 II Mil wy sBFF, 

mmkm.S B91 '. MBUZcrfyiiess, 

agii miv s i sni;\"rful I alu-y sbsiey alp.j rpiommdcbt, 

m ink mag i isSoe locks ftehsrs 

jello.jfciTbihdumies2amgregCAR ! 

congu neatbitu'/ekjh&mciLsl I kerid i ngabikcw/ 

ohand]ebar\.newyrs01shthi>pns bb, 

tr&gsiximttrwhtii! 

lu vuguy s.TEthan x4ieecm)ai 1 am w/j l&co. 

thnxmom&dad&eviyoneeiseeilovcuall 

bavel'unnuich haliiuiKlphjbtjmsgd 




James Albright 



Baby your a big blue whale.grab the reef when 
ill duck diving fails,kwim but (wish Inevered 
learned, the wali;r's too polluted wit Itie 
jcmi'.,ldi\e deep when it's len leel oveihead, 
irab tbe reet underneath my bed.ain't got no 
juanels with godoun't got no time to grow 
:ild,bord knows I'm weak,won'( somcbady get 
ne olTof this reef --.Su Hi me 




Christopher Andrews 



SCR9- 1 2Capl,SNWB 1 0- 1 2.TNS 1 1 ■ 
1 2gotx]l imcsSporking w/M M + L W I 
unicbudstbelislLCfrogs CRS2Katus 
HappvTie wyear' sMil waukec"02grcatnieniories 
w/LH Thanks to all my friends.iisbeen 
fun. GtxKiluck to everyone next year. 
Thank you for everything nwm.dad+ 
Cliad-Iiove you guys."Go you 
jumLi!i;s.ye,a." 
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Rutland Historical Society and the Rutland Free Library. 




Michael Hanlev Austin 



To a[! my hayi (li rough ihick&chin- Tlie 
Crew: Bf^P.OM.TH till He dk. BD(« Rink. 
Mack in 7C'rd4;kin fit ihc hardcore sptil. eatin 
chicken, summer hI'W- ihc beginning of the 
apiictilypsc. Gradnaling I mm lull mmins, 
seagoing, and soul trains to the real world. 
CSLOKKLCCMAHSMJAJSCOMM- 
all the great times, Thanx to the rems.kadi lor 
piiilinji tip w/me. ET for life, I Love you all. 




Kaitlin Marie Bailey 



Clieering,lilclu!i.encore*J-I2Spulenlrulh,eli<)rusj 
orehl [-12tiMT|.|2 ElhanllBennPLukeP 
Lemjt'ScollJAngeD8cnBFfankW+ 
KyleG-I'llmissu Cuddles-ILY.thave 
fchlliesame Val-!rt>n'lron.1"hanx4ita!l 
Shana^lfeather-pepsiyiris Taryn- 
Wl +2lrue(riend Aleiss-we're always the same 
Mom.nad+Bclh-ILY THANX Lord I truth in 
your pUm 4 my life, that's enough &i>lace 4 me! 
2CiiritHh4rX-y 





Chris Baker 



Nicole Marie Barron 



This blurb is possible by The 

Lizard: 

Input (Gratic) 

lfGRADE==lh 

Chsend("lt's Alt Over"\n\r) 

Break; 



i 



* 



SNWB 4-12. Kinky& Naughty. Phf)'.. Wh^re r 
u? Ruffus B.I-.F. M.KlBig Bro) Trips to LI 
"carnera" S2l)t)dfTnks! Katie Lliv yah! 
To my SIS<3 A.K "Take it 2 our grave" 
Neverending nile, elubbin, NJ crew <3. 
Times.lSth B-day lii Hampton. L.K George. 
Midget.i! X-nias'evc 111" BELMONT. 
Blender partici W,R party! Barbie &Skipper 
l()/4{u;CHPW/SC! TRH <3, To my parents 
luv you I 




Megan Creed Barros 



LHLD W+m TR*PC+AL' VWhl, 445 
hlowout. Bni, niissa. rikki. Hf'4evcr love u! 
Everybody steeping at my hou.se. TT Random 
Dales. Coasta Rica Love you f-AM- Dad. 
Katie, anti N!orn yoii"\e done an exeoltentjob 
Lin nie. thank You for all v our love + 
support. Good Ltick lo everybody who's Icfl- 
Katie's comini;. " If you ean dream it,, you can 
become it, If you can believe iL you can 
at:hieve it," 




Kristcii Bassett 



sooner or later v^e discover that imponant 
110 111 ems in life arc not the advertised, not 
lirthdays. the graduaiiiins. not the great 
ioals achieved. The real milestones are 
less captivatinjz. They come to the door 
)f memory unannounced. They amble in 
ind simply never leave. Our lives are 
11 eas tired by these. Friends, ill always 
ove u. U too travis 




Corev Scott Ballou 



SNWB. TNS. WLCMZ THE 
GHTTO. GOODTIMES. BTOWN. 
SKTCHBLLZ. KLLYGRNDPOOL. 
SHOUTOUTZ : 

AP.CM.BH.IP.EC.WH.K-SNTCH. 
FLMN. 

PRTYHRDY.143MOM+DAD+KRiS. 
"KEEP YO STEEZ INTACT," PMC 
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Glenn Barnes 



BBL.BKBLSC'R.TRK.SC'.GMTI.Nl [S,EjS,SCI, 
My shoutouts: SM, AW. JPD. fC. .SB, 
;N, LP. LA, DR. K.B. TS. TK. BC. JL. 
AJ, LD. KN, MS. SG. BP, J.\Z. If 1 left 
you out sorry. Fcmd memories of Fridays 
iryini; to figure out S.O..S. and of Fixitbali 
w ith the Franchise and the Prophecy, and 
my man D-Cos. Had fun. will misslots of 
you, good luck and [jood-hye. 




Benjamin M. Barone 



FTBL y-12 *state ehamp fJO;OI. LAX ^- 
12. Best limes Never Forget, All my 
hoy, JCMM.BM.BL.KM'.DW.QM.'bP, 
NG,SS,JC,GS. BARSTOW, to My Giris. 
LS.KC.MC.SS,MB.LK.AM.;S. 
LG.LO.EG.CB. Parties, Friends, TBV 
"Ain't No thang" 1 Love you Mom, Dad, 
Joeli and John. LiL Bro.-work hard. 1 
know vou cando it ILY 




Kvie J. Bedard 
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! 



BBL 9-12, HKY 9-12 otters. It is 
finally over. Good times CCJP, TS, 
DW. Thank You Mom and Dad. 




Soccer 9-12 VTDl. St Champ 02 Xc 
Sking 9- 12 VTDl .St Champ 02, 0.-?. 
19er Hawks yoit out there. My Boyz.- 
BM,MCJC,LP,DR.SD,BB. mY 
GIRLS. LKXS.SS. Lost Boyz 
AMJF,MM.DC,NL.CK. Jessica I luv 
you. Mom and Dad. ry, thanks for 
evei^'thin^. 
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Rutland Historical Society and the Rutland Free Library. 




Katie Elise Blanchard 



V.CHl.D')-12,t'RSq-ll). 

TKtykvrj'lhngScHapnyTylurlstlijv 

L,K ^f M satniyjUsC'CBOSTONritrySummerpariJes 

lattfi ijdiltalLs&siKeergairK-shesafcKTSwcganlloss 

M S.1 jja iiic s A sh Icy Y oir rmy !l i rl bcgoodS 1 L A S 

you made nifha ppy iw i I Incvcrfn rgel u H i I ! a ry 

UTatightMcEvTylhngiLuvuMDrgan&Monica 

fJcCiKifidoTll tnL'tiiiibi;ing,ii)iiiii!ji:sal-l3adUalways 

TrustL'dnit:& \v.i\ la In ayshtyi'iirbahyMom 

TYrnrlislc'ninu&hi,-iii>inivBi.-slfrii;iiiJ[luvtiall 




Meghan Elizabeth Block 



I.^i\f;mIistrsl.i:II.Shl(hlS(,*milii|inkH'\rfrnv 
i.-r/>i:lmksSScrisqitcsyn'?iskt\rphnninsp>:ir 
Mt'ch4ilAMhatiSDwcsnkouHllviijbushdrkguy 
* chaby * how I f \ rsiv A [Ic I vdy/s kgmgshu n ny/ 
•ws'drvhnhslbQnyKIOtlawyilyM Maple 
hfsmiitlaNAyouschmpslrLDhbwjkBssynKacltii 
EOgmsokilj Wdc i np/jig y ny()2 * 7 2 7nisj va ndy 
C LG 1 L V m rra mnd* 1 sssa mmckccgsdadkc I k 
'■bbdjiJppknslqlLY'bnan iloveynu 2/l4i'(12trrom 
&Jjd Ihanks 1 love yim-cm goodluck 

I Ir.i... y.i.. r..,. I „m r.n.illy t'rj,.M 



i 




Kristi Breznick 



"f-arevvell this is tlie end." For good- 
byes creaic swift he lias, and day from 
now you'll see. Thai though it hurts 
to say goodbye- your friend FN 
always be. Cass and Ash watch out. 
Dee your a lifesaver. Girls.. TT loves 
you! 




SCR')-i2BK[3Ly-12gotid1iiiifs!GMTI 

12 K N S Rniy gi ris.w hatw a uld I dow 'ou 

luvyagoodlu'ck! BCLDSPSBDtlTKBtlJS 

2 my buds I L U VY A ! J Pthanky u Ibrevcry Ihiiig. y (.111 

ha V ebeen alnie trie nd ! A lb i ncJS w I'b lac kha i riook in 

jiood L E RO Y ! heybu ddy ! KS remem berf un fac IS ! 

LnilhinkBCncedsraoreeloseiiimefmomdad 

jendangramlhanx4everythinglL'Mingmt:fii!li'W 

mydreams illpro\'euproudl C jood I ucktoa 1 1 my 

Tl- 1 1 on iVien dst 1 ass m alcsandy oungerhuds ! 



Flh!y-II.Lax<)-l2.Ty4il all DaJ&ri.-nec 
ur y Frn still here, I \u\ u. lyl'al. Andrea, 
GrctL-hen.Stevc.it means a bu SP.SW.J.P. 
DW. Good Times,GetSomf! 
Miranda, whal can I say. 1 love you 
more&more e\eryday. 2yean>,! 1 ean'i wail 
for lomorrow. Thank god it's all over,) was 
getting more fmslraled than a legless 
Elhiopian ivatchiti a doughnut roll down a 

ML 



F11U-FTBL,BKBL,BBL, RHS- 

XCBKBL-Lst 

oprty+chgd mds yid prsnl grth. hs is 

only a stp 2 grtr ths! Who are you? 




BBLy-12, S(.Ky-li. BKHLy-U, 
CRS, CHMBRS. GMTI. KN-MyBFF! 
Mom, Hannah, Devon-loveya- 
domestic harmony IGreattimesW 
friends-Ukno whoUR! SE-luvu4ever! 
Goodtimcs in FL! LD-ullnvrbeatme'n 
bbaHbutuwillalwaysbinmyhrt. LD, JS 
BC-7/30/02DMB! Bsltimeofmvlife! 



rULr>''-(2, ^r.Captam.HighJt) 

RiHinriea(mn(i|Myotherhali.TYloal1my 

truM"id.'i41\elpiiigtnc.These4yrshaveheenlhe 

besl.lvvantlt'>sayTYlomye«ai;h4L'VL'rything 

yoij'vcdone4me&allmy teachers. Rick 

( doll race)l loveyou. A 1 llhelime.everyday lor 

Ihereslolmylirc.SamC.&TitlU.lcellhelove, 

C"anipvvaslhebesl.Moni,Greg,Brian&hailie 

lloveyou.TYDadroryourlovc. Jcnnitcr-Snaich- 

My Savior. Iknevuu 



The rain lias slopped, the tUiuds hii\i; drilted 
av\ay. and (he weather is clear again. 11 your 
hear! is pure, then all things in your world are 
pure. Abandon this lleeting world, abandon 
yourself, then iIk' mtKin and tinners will guide 
you alon^j the way. ^Ryokan- 
Lu\loal)theXtgirl.s, PA.DR.MH.SE: inmy 
heanalways-beslolTricnds, LM,SG,LP: my 
heroes-dt;5tined4greutness. M&D: thereare 
nowords... 



I 
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Tory Butts 



Hey I wanna say than.\ lo all the ppl that 
liave hipd me bcome who 1 am 2day. I've 
had Gr8 mems w/ all my friends n I hope 
ihey continue. JL walmart riickusi. JV 
Splash, KC Philly. JF Than.v 4 all ur 
Pielp. Sry to ppl I forgot. JLJRKCJVCS 
KRNBJMJFMB.ARSPMUBVMAA 
1 the rest. Luv ya all. Good luck every I . 
E£a££ ~*-TORY~*~ 





Stephen Byrne 



Joe Callan 



SKG, TNS, GMTI, Drew's House. 
John Deere. Good Luck everyone, 
goodbye RHS 



la\V-i:;, flhlsi. ocll l,02best lime, hecky 
ae had some good times oct25 ()0-may02 
i love you. adam mit taste like bread, 
drew ur the man gotta luv the mushie 
baby, to all my friends i love you guys ec 
(j jl jm hp ag em ad sd am ms bb ej sp sw, 
fverybody at MP9 i love you to, sieve 
we're still smooth Mom and Dad thanx 
for helping me i love vou. u to anna. 
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Rutland Historical Society and the Rutland Free Library. 





Julie Ciipen 



Lema Carter 



Good DeaH Denny's & THI-: LUCKY 
BOYS! The A's and the J"s plus R! 
Lauria- watch out for old men on motor 
carts in Canada! "CUTE" Kelly! '"Mark 
Kan bumper carz" JEN Buddy, I think 
youVe stuck with me. You're the 
BEST! -To the B's and the V s I Love 
You Muchly... Thanks for Everything. 



XC-9,CHLD-I0J I Mom, Chris. 
Dad, and Brenda thank you for all 
your help. 1 iove you guys. Blair. 
you'll always be my brother and I'll 
be there for you. Allison, thanks for 
standing by me. I love you princess. 
"The only easy day was yesterday. "- 
Navy SEAL motto 




Jacqueline Asha Carvey 



AST.ANE,CRS,VST,UNP,TM,GS.Girl! 
Nation,FRA/SPN,JPN Thanks to my 
friend.'; for the beauti ful memories, 
strength & boundless love. Thanks to 
my mom for e\ erything."From my first 
niomenl you gave me wings, let me fly 
and believed in my dreams. Y'ou gave 
me all [ have and all I know"-Satie 




Christina Chapman 



Jwouldlikeliitartdri'hylhankingi-nyrTnim- 
youn!canihe\vorld2meallmytriendsi>fbilhv 
niounL\ .karL"ii,amy, niichelk". nana & anyone 
vvhosuppdrtcdine-iloveyoiial I- tk.cc,jd,rh,kh, 
tii.mc. i«'.kg,lib-u\vil [ .nKv.nyshi>ldaspccial 
pi acei n m y heart -G ixigrnntnie Iheseren il y 
luacceplthethingsicannotchaniiecourage 
t ot hangethei h i n gsicanw i sdom toknovv 
t lied i ITl' re lice- la kecarea n dCiod b less . 





Jonathan C harlcs 



Adrian Chen 



Every Body Wang Chung tonight. 
CarPe the d!em.,,Sieze the Carp 



SNWB:y. ID, II, I2BWLNGL 11,12 
t-GHTNGTHMNi tl 

I have nothing really protbund or very fiinny lol 
say 

Thanks to all the real people t call friends 




John W. Casella 



FTBL9-I0. .SKG9-I2 
-TAKE BACK VERMONT* 
Good Times MM, BM. BB. MM, 
PM, JL. LS. KC, KC, Mack Trucks. 
Muddin an sledin at the Mahers 
*U.S.A.* "Vermont we do what we 
want." 
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Ryan Cassidy 



You'll See 




Jodv Marie Chamberlain 



Fl \-<i- 1 2,BkBW- 1 0,SFTBL9- 1 2,TRK. 
^HSII-12, K.C.I 1-12.YB To all my 
friends throughout the years, thanx for 
leing there for me 1 Luv YoutJess- BFF 
irthe best! To Mom & Dad. Thank you 
For all of your support. Brendan-Good 
Luck! "The task ahead of us is never 
jrcat as the power behind us." 



I 




Steven Cicconc 



R h sihan X fontoih i ngA I ■ Pthan s fore veryth in g 
thanxa loimomdadp^injasonlo vcy nitguy s [iCS 
alwaysrememlierDWJPBLTHJUTRTRand 
Iherestoflheboy s inadrespectthan.<i foreveryth ing 
Peg&,lason UnderlKcomininUlPRoll ingtoLg 
inthejeepreprei5entingFashioned4memories 
;amp'>y& H& J W snow board] nglightingitup 
Robnst9y-r)tK) 1 cra/yfun I f l4atchpwidnNB 




Matt Cioffi 



Finally made it thanks 4 everyone who 
helped.311 B-town 10-5-01! DK. 
LW,NA,JG,ER,KM,DW,JR.Luv ya all 
keep ya heads up. Good limes at JR 
place, DK, LW thank you both 4 
everything. You've got to trust your 
instinct, and let of of regret .111. Thank 
you Mom. Dad. GP. Good Luck Meg. 




Randall S. Ciotfl ,lr. 



aka Randy Man! "ihish nmnkey" 
Hanging out iwih Wall Wade in the cave! I 
The best teachers- Mrs. R.. Mrs. G., and 
Mrs. P.. in Red 12. Best friend Dennis L..| 
Hanging out in Red. 12. Quality Time! 
CK's the woman! ARC Dances! Summer | 
Program. Will remember Mrs. Ravenna. 
Mrs. Greeno, Charlotte. 
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Allison Michelle Citro 



BiCBL;SBL;BND;DST;TM;NHS:GS 
"And I think (o myselF 
Whal a wonderful world"- Lou is Armslronjj 
Thanks lo ray friends; ray suppnn when the world 
(alls apart. Jackie, Nalaiie, Sara, ttraeraber ihe jokes 
and laughter. Brian. I will always be proud of you, 
lUlle bro. David, remembering Ihe good limes 
together. 1 can' I nait for wha! else the years »il] 
bring. Ttianks Mora. Dad, and Tiber. Pitisy and Mau. 
always in my heart. ^^^^^ 




Christopher R. Clark 



LAX 9-12 High school has been a 
great time; K..B. J. P. D.W, B.B. $GS, 
B.M,J.C, A.M,B.L,N:G. Pete, 
Chris, J-P "Trifecta" "Remember the 
only way to get Righteous is to 
Dominate and Reign Supreme, 
Poverty is not dutch." 




Lindsay C. Clark 



My lamily-a pari pi" each of" yrai made me who 
1 am- i kive you all moni-you were ihe glua' 
papacita, [ wouldnl be here withoui you. love 
you always.paco I'll miss you. myoihersisKate. 
there in good&bad- I love youlheolherfam(SSJ 
you mean so much, my friends- you made 
school worth i(, thanks I love you guys/ 
goodluck. sknk.sntna Ponlawn.siffdeagle.ca 
tli<;imi ■iliili-h If LI r nammahlc H ii havi- Ipg'; 




Zach Coltey 



■lBLy-12,GMTll2.BelizeorhusiOI.MElrip 
.O.Carri hcan()3.C itniskavebu fJy^lcsK.lsaiahl L V suiy 
Hitlatroiible' 'Cnach lli;f\'enoregielsinii f e THE YTM 
iaraIuiIlalnajzloveyou.TYFBMCMrsPSHWC"IL 
3YE02\vasatilastlWNFI.Lemagoodluckw.' 
heN A V Y ,1X10 m&d adih an X forpu s h i ngmc llov I 
J gu yzso m uc hw he re wou Id! be wu '.'Th an .\ Sa rgi 
'orge It i n g 1 h ro J gh S Y ! N G M M 
^ra^SBiailCmWlJiKEIRKliniNlTFBNIFIUM-YC 




Kateivn M. Conway 



BKUL9-12, TRK9. TNSI2, 
GMT1,KC, S ADD, Thanks and good 
luck to my friends:L.C,L.D,B.C,A.M 
,R.C,S.L.M.D. L.W. M.K.Thanks for 
all of the great memories it's been an 
awesome 4 years Thanks Mom. Dad. 
Mike. Good luck Adam and Kelly, 1 
love you guys! 




Breana M. Coombs 



SFTBl_.rif.lNDRTRK..GMTI.SADD,YB 
GS.S[:CwJC!goodtimes...LDSPDLSB 
VG CO.l P D- ! u V ug uy s~ th n .\ for4 gre ai 
years an daltthememories-4bobs, beets, 
pcde. closet.cucs.campin'.cows,200. 
roadtrips.DMB(12" ThanksMom&Dad 
4everythinggoodliickJel"f-iloveuguys 
"Take w haUi c an froiny ourdreani smake t h em 
3srealasanvthing.,,"DMB 




Kelli Cady Clifford 



m9- 1 2Capl,Grt Timesw/KcMcAniKh 

KkSsLKLsEgMbMm QmZpMmBbNg 

KmJdJcKCcatsbabylGrlsnghtsBestTimes 

ThnxAllofU.mlm-ty+ly.Towniedays- 

S7.J5Btown Marina. Jewel. 

StPatsDay'OOnvragn! Msj-shh.KWw/ 

AMx2 .LkMm NYpany'02 parties W/ 

CmStJd+Bud. 

M om DadM ac k+C"ase vT Y4e vrthngLoy e Y ou 




Katherine Marie Cole 



SCR, SKG-shaps-BF-dancinBud! 
KC-catz,2hrlnBr! Em,scr,B+L,luvya! 
LKwastd24-7! MB02' Nicole, luvU! 
-Townies~AM,MC,KC 4evr 
M.SJ-shh! NewYrs02'Summer02' 
partiesW,/CM~Sf~JD--Bud!!! 
Love You Sammy, mom.dad, Melissa! 




.^r/./ 



Kristina Collins 



R&W, NHS, TM, CRS, K.C, PC, 
PUSH, Ski Patrol, I hope that the 
furture will be as great as the past. 




Adrienne Courcellc 



5FT9-12 12 years of school and we 
made it. Dad, Mom, Shannon, James I 
love you. You guys were always there 
for me when I needed you. Jane good 
luck next year. Shannon and James 
y:ood luek in high school Good luck 
in the future seniors! 




Kellv Crichton 



BND9-12,CRSQ-12,ir9&l21t"s been a 
jreat journey, and now it ends just to 
segin again.Thankyouloatlofmyfriend! 
HD,LS.CFJCJY,AL.BM,SO,SD,EB, 
fCOand lo manymorelcannotfit.llove 
^ou al!.ThankyoutoMom,Pop,&Erin. 
Enjoylife, it's too short to waste it, 
remember to be happy w.' who you are . 




Morgan K. Crossnian 



FH9-12CaptSFBL9-MKC,GMTl. 
WikJi^iKcAmKcKl-t5t.PalsDay'0ftivi^! 
NewYrs"'02Sutnmer02partysWCmSt 
Jd+Bud, MSJ-shh.BPTl43forcverTy. 
TownieDays-S7, Mygirls71ife- 
KcAmKcKkKhLkLsSs MbEg- 
2mnvmenis.Guys-Drm02BDJBPD 
KPMj-Gl.ly.TyMomDadDustin- 
LoveYou 
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Christy A. C'utshaw [ Christina Czarnecki 



I'm realty out this time, I've had fiin 
nil my 5 year plan : ) Too many good 
times 10 talk about and m^my more 
to Clime I'm sure! Good times in 
Fair Haven- PIMP MODti! Ruest's, 
Cohy's CIU!!! Thanx to all thafve 
helped me get here. Love Ya MaMa! 
Dylan Dad -^ Billy. RUDE DOGI!!! 



Kc ii-i:»rR i(imaj?-ii vy t5 

"Don't wish upon a star, reach for 
one" Liz thanks for being there. 
AM, LF, CP, JJ, AC. SB, MS, NO 
you guys changed my life. Thank 
you so much. I love you mom and 
dad. Alicia-Sisters by fate, friends by 
choice. I'm ulad we became friends. 




Miciiacl Dailtv 



Thanks for the .support from all my 
friends and family. 1 1-27-00. Sponge 
is God. Its been a good four years. 
"But in the end it doesnt even 
matler"-Linkin Park- Are you 
finished with that? 






Angela Lynn DeLauri 



Mastellc Deliveneri 



Christopher Dempster 



CHLIJU)-I2 Slalethamps'lG RlSt'lH tUI -2 
many incms URiny sisU.Y IIP- Mns,\aniiUt'n. din 
rds, GaliiradelLV MS-llalliiWi'tnpriyi.tlestinos, 
AG-I!)oiii it op Sh^nding nif ptit:ms...3jt) ajiainV 
MP-Ttiiix A priim TchrsCmiches f.^p.t'aruiTY 
Fmdi: tiood Lu\:k -J u all MoniDadtam: TY 4 
cvTyiliing Nick Aaron ;OotHl Luck Bf (imid fJL- 
In my ^} 4ever "WeVe so ea^cr U> tose our 
innLvcfnsc. hui 1 wonder whm it's like vvlicn uc 
whh wt liadn'l." OK. Puatc tout! 




Elizabeth R. Daniels 



YB-12 We did it! It was hard but it's 
over. Now our life starts to unfold. 
We can be all that we want to be. 
Here Lizzard, Lizzard, Lizzard, I 
think I need a bigger box. 




Kimberly L. Davis 



Kalui-DMB 111 iiUvjys rcriK'niher my 
Triple l)"s... NJ Slii>reLBI,China.ng. Ditda. 
B-Kisses,Caniping,RDRFLCTrs.We tnusi 
bii ureal ai MiniGolf by nowlCheeba- 
Cheeha.Dantitlgw/ 

ClwKn.KRADSDAJA.StGHn-RACMETRJGAS 
(Hippo) TY Mom Dad Tre\ & Karen I 
Lovf Ynu guys I miss you Eric! I \ove you 
Hus PJ March-6-2002! 




Shawn Michael Dayton 



THhATRK 4,1(1.1 1.12 I want to say thank 
you to all my friends Colin. Bretl, L>ii;k. 
Hootenanny! Shakashiki. Ttieatrc People I 
love you all, FAN CLUB! I'm gonna miss 
you! I PLEWED! Jeeps are the only real 
SUV's I was raised on the Dairy. 
JCJCKAJHaS JD.Enj^-'KNM JT5bBJ1iSJ,BP, 
KW.LC"J<J.GD.FW,'.SAUTITANICXBTJUM,SP 




Heather Rose Denardo 



H-H.CRS.NHS.BND.PC.TR 

'All ihai I we see or seem is but a dream 
within a dream,"-Poe 
There is so much lo say it can't possibly 
be written in this space, I'm remembering 
svery joke, and every memory, and 1 lov e 
vou all I Thank vou. 





Steven Mario DePiano 



Jean-Paul J. DesJardins ] 



-Siicccr')-I2 MVI. and Swic Champs ■01". 
skiing 1(1- 1 - Gir 1 0- 1 2- "Soul-lT players can 
go yo minulcs in 1 1 difVerem posilions" I llll. 
lurn; ■•Chowda Fest" May 4 «ijy .i y.uiLl 
day I'd halla say (CKMl Yeah liahc, ll\ hLX-n 
a grcal 4 years. Mom, Dad, Da* e. Thanks tor 
every thing, you guys mean ihtf world u> me, I 
ilove vou. 



LAXy-12 TRK10-I2t PT liijihsi;ho..ls hcen 
a great time:.(P.KB.BM,DW.SB, 
BC.BB,GB.JC,BB.AM.NG.BL. Pete. 
Chris, J-P "Trifecta." Burton, Clarky. 
glenn, and Peie, my boys we got our party 
on these past lour years. DCOSSAVBYFL 
"Throw it down big man." It's been 4 years 
lull of laughs and tun. 
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Daniel Doenges 



Tennis 9-12 Soccer 9- i 2 State 
Champs Dl. Key. GMTl Good Luck 
DS. SB, BK. JN. RL. Bonfires ai 
Drews, The Loop DTR. Thanks to my 
family. Mom. Dad, DD, AD. MD. It's 
been fun!! 




Alvssa Marie Duda 



To my D*ii...NJ Shore, B-Kisses, road 
reflectors, gotta get those Dubie signs, 
wheres my shoe, camping, bunnies, and 
many more. Thanks to SD.KD.MF, 
MM.TW and MB. China and Piggy 
Figgy always remember you. Mom and 
Dad thank.'! (or your support. Matt I 
couldn't of done it without vou. 




n iiaii at.' I. ncfn a rougn 4 yrs. nui il s linally 
Dver. Thank you Mam & Mrs. Fisher for 
never givtiij; up on me. Katelyn. love yah lo 
deatti. you are sueh a great triend & 1 wish 
you luck in (he future, Alice never I'orgel the 
lun times we had. Mass. Burl. John's. „we 
had fun. MKR,KMC.A1.R,LEG, 
MOM&.Amel t love you guys! "...I'm nol 
like ihem. Rul 1 tan prelenJ..." -Kun Cohain 




Laura Anne Dumas 



Bkhl "J-II. Lax 9-12, nhs. gmli. gs. ireas, 
w/AJ 10-12, Doomic? What? Fun Times 
vW BC,DL,SP.SBs2,JS, SL.JC.AC. AJ, 
CO.LUz- I kne you all- Hey let;; go to 
Cl's, PcDc -aah, 4 boobs-campin lis he 
dead?) Beefy! DMB 1+2. just slide. 1 
need a closet!- it's been a nice 4 years! 
Mom, Dad. Kev. Thanks for everything, I 
love vou! 



.Si^e Rabhl\ Bawls, I'll never forget the 
summer or20t)2. Good times wiiK all my 
friends and living it up withihe gorgeous 
greenery. The house was intense. Ltvf life 
vviih no regrets. My glass donut was great 
for lighting ftres. See. Bawls and heavy T. 
Balloon Parly at my house was awesome. 
TE.DK,MC.DW.LW.Jo. MD,EC,CH, 
MG.BK.Tll. Best Memories. 




Anna Luriee Dunton-Gallagher 



FH9-I2 LAX 4-12 BKBL9. GMTl. 
K.C.. NHS. SNWB -Take a chance on 
thai which seems to he ihe maktnn of a 
dream. -RHCP. Thanks lo Mom, Dad, 
Clyde, PH for their eonsiani support. JP. 
DK.LW.AO and all my amazing friends 
who made the bad parts of !tfe good, and 
ihe good part.s great, thanks. -The future 
hriii^s I he truth.- Our Lady Peace 




Shana Marie Duval 





Sarah Edwards 



2iny3D'5 always remember NJ+LBI GolUi yet 
those rdrllelrs! B-kisses! We must b 
grSte minigolf.omg [ lost my shoe! 
■■CheebiiChteba"camptnw ihclake & gettin 
Dubiesigns!halia goodtimes ladies. Hcalhbar 
ss4eva. Whal would I do w/o u? Hej Wehung 
Yur the bomb! PudaChinaHpKhDsMhMe 
.AcNaBkTs-ur the best! MomDad ihanx 4 
evryihng. TD+JC15 gLguys! I luv u all! 



Good times in Rabbi's Rootn with 
the huge chong and fun limes. 
Thanks Mom + Dad. C block with 
Nick, all the (tee time 1 have was 
spent ver>' well. The Night at The Ion 
at Six was memorable. All the fun 
rides with Chakie and our Dank 
Buds, 



1 RK. CiMl 1. Gymnastics t 1 yrs. 
myhroM M- wew ereeachothers 
everything, loveu! SB.KN-BFF-sistas! 
mom. dad.eric-luvya- weal Ineedalittte 
grace!sheeeeetypntbutter!goodtimes 
w ithfriends-yallknow. SB-loveya4evr 
m uta n tj ! M H n V rt'orget ! 2 get he r ! so 
muchmore. thanxJR,Holdt.AKsecya 
i n NC ! Lookiimood Leroy! Duncan ! ! 




Courtnev Ellison 



Valerie Roise Engler 



Cassie Lynn Erickson 



Like your freedom? 

Thank a veteran. 



CHLD9-1ITNS9-12ANEK)- 
12DST9-!2CRS2-l2UPD12Stl 1-12 
Highschool involved so many 
changes in my life, the happened all 
for the better. 1 love you 
M om Dad Matt TJ. Psi 1 :24 My God is 
my strength! 



<_'HLw-io yyfiJkjyHWPROM'ti*! — 

JRJBHBLANA:) DDw./JRNAJBBSTD 
CHLD. . BKRSGG LWJR... 
BKSTRSDGJRTRMECCS...SCRYTMS 
...JRIHVTPEEILUVUGRL YP'02 
JBHDSFCSPKLUV..ME-01JTBC... 
FVR...JL MGDLCK... JRUVMluvuhun 
JB say no!!!than.\ to my fam...SJLM 
liiv Li alwayt 
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I 




Joseph M. Ferris 



'■|sms> m w\ opininn are not good, A person 
should mil hejknc in ism, lie should helit^se him 
self. I i|uoie John l.ennmi 'I don'l K'lieve in the 
Bejlje^ I jtist believL' in me!' Ciood poini Ihere. 
Atkr all he was Ihe walrus, I could he the 
lA'alms. i'd slill have Ui bum rides otT people" 
Ferris Riielkr "Dim'l criiiet/e whal you ean't 
undcrsland"Boh Oylan . Ihans tti all the teachers 
along the way. my Iriends especially Lauren. 
David. [>;\on & Jackie l.ove you Mum, Dad & 
-lom 




Richard Fitzgerald 



TR Ifis been a tun ride but everything 
ends so remember its better to bum 
out the fade away so i want to say 
goodbye to ail my liomniies and Peaet 
out all you beauty tul people, CF, SD. 

I'd like to make a special thankyou lo 
Ihe coco-eola company 




Stephanie Fitzgerald 



lh\2 Jli.tiM.DM tor all the help uvo 
given me! my lViends:ESP.JF,KMu guys 
have hcen (here 4ever il woulttn'l be the 
same uii u 1 KM ur the sis i never had! 1 
luv ya! the past 4 years tiave been greai! 
i can't wait 2 see what happcnds next 
goad lucli AM. KKLS, Sean & Julian and 
the rest oFur school yrs. !uv u guys .(I!- t 
LOVF. YOU!! 





Judv Forrest 



Ryan Francour 



GMTt.Kt.m.IlKY.TRK 
gdtmsl1a.^gMmKmCoBmAjChBiSpAsNd 

ECj rprommdbout , sn kng bttu bf£ 2 am . N ewy rs ' ;] 
Brkan ihrdoor^bihrm :(i m obi leskt e hy tms. 
tiaourobsessicinsusdn'ahiBdCRASHdummies 
c r^yn i les lir m mashes gonad ie "t h n s gu y s ! Is hpitis 
lihabstolus, sumr'O Ibsinwrsinvr4gei,slipnslide 
MoM- icf{?' lamhaco.vvevebcenthroughsfHTiueh 
Ilia n s4a I naysbee i nglh ere4 rae ! niom 
johnthns4eixTythingeamniyilo\euguys 




Richelle Barron Franzoni 



AC LAX KC SCR 

1 1 wrong tums-ms-canoe trip-bm- late 
tiines-ms,am,mh-blo\vout highway frctieh 
waiter-js- u wanna go bowling Hying 
chip.s ash ot raderit'ic cookie dough to my 
many Friends and Family members i love 
you! good luck u tier classman and my 
brother Kyle good luek class'03 





Danielle Fitzsimmons 



F etvu rnau u/:/. vnp gjp uzz nee bp 

iwljakv nak fezsj pzt Ictli zwk nak 

f Inqu mFu izw 2 pjnwv 2 hz mp! 

143 




Michelle Fornari 



Leo Joey corky!! Bopsy Twins!! 

mow potatos yaa! ! Jerry my true 

love!!! me a mom!! wow!! bugzy 

i;irl, and who could forget my baby 

Ijfanut. cutyl! 




Amber Fraiser 



Aug. 17 day i met deryk luv ya babe! 
fiartying at Lisa's with sister''colide". 
ice never forget the good times at my 
[ipi.KCJFJ>W,IVlP.CC.MIv)BFj^R,HR,BR, 
MF.KCDUB.BJ.dk u all are cool S*it! 
to all my tittle angels Mckayla. 
Hayley. Alan, to my big AL. Mar.amy, 
^ram.&gram thanks for everything. 




Jeremy Walter Gartner 



To all my friends and tatnily- good 

luck and I'll miss you! 

"Death is certain, life is not." 

-but try to enjoy it anyways 

Ivlazel Tov 




Lauren Gilbert 



J 



■:vry I b chill in it's over tr your such 
a player Sc early mom suck Ardon't 
Play with tras. ADR stay in your 
own age group. BG ty for 
sverythingTG luv ya kid & im sorry, 
nothing can be hard to say until its 
over and ur speachlcss RD keep ur 
head up no body can keep u down! 
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Sara Beth Gilbert 



BKBL, LAX. SCR. TRK. 
CRS, NHS. SC, GMTI, 
K.C..GS. "The great man is 
he wlio. in the midst of the 
crowd, maintain.s with perfect 
sweetness ihc independence 
of solitude." -Emerson 




Scan Grabowski 



FTBL, BND good luck, all when life 
gels hard think of yll the laughs you 
got at rhs. Go Raiders! to the foofball 
players: it.s been fun i wont ever 
forget the good times we've had. - 
Grabber = ) 




Clienua L Goodrich 



rH-4. TRK-^FNDRi^: AB SHACK IN 
IT AT tilLLS! ihanx everyone couldn't 
have dtme il without youlTo all my 
friends ihanx its been fun and said at iht: 
same lime love you all. I love you Ryan 
and ihunx for being ail ihanx mom, dad. 
gram, and Russ luv you good luck Jenna 
and Shannon in high school have funf 



w^f 






nii. ^B 


^H^ 


^1 


Nathan Graham 



ITHt.->) BB1.1(1-12. BKI3L'>-12. SCR I (HZ, Old 

Oti>r>', hilchhikLT. hanyuuL'. cw. cl. hu, hg. hi. kl. 
km. kh, jiri, ay. Ii.'dviiig, ad\ triUun;. thiiinplain 
i!ii(l>'*s, diitk mpt. [fenvii irasti eaii. rcthdgoraltir. 
tiitd hiiy rcjck, ptHin 21 KG. Gorgt;, coke txillJi;, 
ditch, tliiinks litr ht-iiig ilicn; jirams k]\e ya! 
lliiuiks 1(1 my im>ni und iM tiir o eiything kivc 
ytiii! -iunl Sheib iuhI itiicle bill ynu arc (he t>esi 
line y<iu SUV's! Imc j<iii mm and dj! "'Slay in 
scImxiI aiid have tun t\liile vni] uaii' " 





Michae] J. Gornih 



Rachel Green 



thanks: laic nighl tv, republician 
party, pong, Canada, A I Joergensen, 
and family js No thanks: mlv. 
McDonalds, god, bottled water, mtv, 
daytime tV.YM 




ANE,ASTJ3ST.CRS.NHS.TlVIJX..TRJ^Ihaa\ 
evr>' 1 ! luv to the FAH Heathah-Thc 
songs whos '.', SW f<>revLT.s))rite! Thaxs 
mom and dad ;Be good .ben! Luv you all! 
kim and heather. you are my h20 
molecules! KB.JO.SP.SG, And evryl 
else:you all my buddies forever! 
KcliTehkishra.mi oso! And remember: 
Ihefarce will be with you, always! 



I 



Emily Grant 



StRy-12tl'TN. HfK>y-l2SFBL9-l2 CPTN, 
■mv\ lAMI'.S! LIS- ■'umni. wa.s dial pan oltfK- car 
buck Uicn:'.'" K. t'li.-waiking bliiidlbldctl (hnnigh 
tbc umxls. CM.CB.ND.fB.- Bn.>akjng inln ihc liiir 
what a irip. Jim- my tmc triL' line i ihiiik ol'you 
c\cryd:iy :inJ niisji ytm cvc'n mtHX; h;iny in dicrv* 
tlicn; is wi much timiv tii come i line you a+f and 
nuim .'ind did dwnk you so much rorcvcrydiing 
you'\L* iloiic (cr iiie. "flrcanKt^ dieani of success. 
while tilhcrt wake up and tfy harder." 
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Eric Griffin 




Aleiss M. Greene 



L' 1 1 LD 9- 1 2statediiUTips( 12 Ty t ;ini ■■ micie Ktnindabl 
niteiFtmm tcmlns lilsisi steyalpsitCTisreHA 
Km32ralKJRndniJiiL(tMM > 
Bhcilliit rthiii.->-^VTSprtTauitKKM rH8-iLV\Mrn.S 
Il.s5( I 'citick'.'uimkmt I A li t-K t 
M>stLTiiHKkiSicH.kuinRcKyBijl»nkleKWimy 
liismNYKmMmLoLm FiaitiiiK-sAclwJ I KH 
LBII)2TK RamadaSWlL'i'ABMH 
CanWc?3)ADI4322.1TD No^.lTS I lii\t; u t)iid and 
Mum Am; sJiclLAri;ihb\'2ak Tv I 




IVeiman W. Groce 



ITHI. IIH2 C apiain B!CHL')-I(I TRK 'M(i capwin 
\^\w, hi^schixil has been llic liisEcsl liiiir years of 
my lili;. I remember fresh year like il vvas yesterday 
bul they say wc'a' all niov ing m ui bi^cr 
tliin4!s„..Shoirl oia to my bnv-s MMtJMKM 
JRfiBSBBI. and much [me to all (Ik chicas,... "I'm 
not a play;t i jus crush alof ' And many llianks U> all 
my aiadies along ihe way and ihe nicknames. 
Special ihaiikii to m> imxii aird did. I LtWt YtHJ 




Kvle Greene 



I dedicate my Senior Year with Love to 
my Grandma Williams Hove you MOM 
and HAD. Wiih Love to my Girlfriend 
Melissa Thanks lo my boys; Jason 
L;Uterel,Mason,J-RocK and to everj'body 
chillin. I leave Love and all the wonder- 
ful years left of school to my little 
Brother and Sister. PLACE!! 




Niki Marie Hale 



]Ns-4-12,GMTI'/-l2 
Has anyone ever said its important lo 
spend less time on how we look and 
more lime on how we see* 7 If not , 
someone should. Friends are the most 
important pan of your life. Treasure the 
laughter .ireasure the tears, bul most 
importantly, Ireasure the memories. 
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Evan Ha lev 



5th grade-XC Robbie if s OK I'm a 
fireman. Hey Sarah you're pretty 
"Highlight" All my friends John Rob 
Sarah Dick EME and ect... We had 
good times and there's more to come! 
Thanks Mom and Dad you raised a 
first rate copy of me, instead of a 
second rate copy of someone else. 




Elizabeth L. Hall 



"It is much easier to go down a hill 
than up it, but the view is much better 
from the top." Love my family and ail 
my constants. X-C gang, canoe trip, 
lacrosse, shot put sweeties, GMTI. 
R+W, KC. SC. NHS, GS. It's been 
fun, thanks. 




Phillip J. Hamm 



iintort 'riiealre. An Club. Lilcrar>' Club, 
Red+White. Sky Fire Ibrt-ver! Titfk. lock. 

ick, tock. [hafs my clock! Cheeseballs! 
That's wfia[ 1 lell them. Megan D and all my 
friends helped me oul w hen I needed it. 
Thanks to all. G.F. are anyone who won't 
judge >'oii for being you and are there to help. 
Life goes on. Good luck to you all. Special 
thanks to my mom and the rest of my family. 




Meg Ardith Howard 



'Where words fail. 

music speaks," 

-Hans Christian Anderson 

Thanks and I love you Mom, Dad, 
Court, Drew, Laura + Jackie. To the 
rest of my friends-good luck, I'll luv 
you always! 




Adam Howland 



Snwb, Ac, and I R It's the world that has 
been pulled over your eyes Have you 
ever had for A dream that never ends 
when people read this and change their 
ways this planet is the only one we have 
and 1 hope that it lasts So stop the pain 
and there is on spoon then you will see 
that it bends Thanks Mom Dad 
Catherine Ryan 




Timothy Roy Hubbard Jr. 



SNWU learn 'i-l'l MAllKtjyi'UI 

MACKIN'NCRAtKlN' RENTS LOVE YA 
Tl lANKS 4 EVERYthingNMB ALL The 
Townics Yah Buck! JC GOTTA GET A 
KENS WORTH Florida 2002 Good Times At 
Chitdam SCDEERCAMPOT Under 1 8 commin' 
in! V.I.P. SITTIN ON CHROME IvIY BTOWN 
BUDS XBOARDINGKilli Rippers+Clondola 
Rides Team Shocker NO SPACES! TR Brown 
SockB.^lnotch road sledding don't forget the 




Tanya Ann Henry 



Best time with- KF, CE, HR, DR, 
BB,AF, JF, RC. SB, IR. MF. DP, ;M. 
RR. JH. BH, JH, HR, MB, SO, DM, 
BM, NL, AR, BH, camping, Gorgetti 
Park, the girls. I love you guys, 
"The Muftln Man" 
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John Hollander 



MAR BND-g-12. CRS-<?-t2. J.'^ZZ-I !- 
12. DST ANE, ATS, XC SKG-9-12, 
TNS 10-13. ENCR TR-9-12 Thanks to 
everybody, it has been great FAH gang 
love you all Kim you're the best, love ya 
Lauren. MW FW RD HD HB JC "genius 
is ten percent inspiration and ninety 
percent perspiration"- Einstein Love you 
Mom. Pari. Dan and Ret' 




Stephanie Marie Horvath 



SVL 9-10, 12 BKBL-') HKY-i2 "Looking 
hack on the days when it was just you and 
me" DO I love you Thank.s Mom, Dad, 
and Kristy for cvcry'thing. Good luck in 
the future Kris! Love you all! Thanks JM. 
PT, RC. KC, CM. AG. AW. DO, CR. MD, 
CC, BC. TB. MM, CF. MM for being here 
for me. "Live for tomorrow , for tomorrow 
may never come." 




Bridget Hughes 



I 



1 would like to thank my fatnily 
and friends for all their support. 




^itfiTin i^ 



Rebecca L. Hyjek 



CjM 1 1 1 0-1 J Me I HI a costa rtca para tomar 
y sufear, plactieaba con las rasas cause they 
know who we are, me gusla mi reggae lue 
gusla punk rock pero la cosa que me gusta 
mas es panochita. Luv Sublime & Marley. 
Music is my life-thanks to those who 
brought it here. Luv U-mom. peter, dad, 
vicki, jason, missy, josh, angles, mira. mike, 
dan chris, plex9-bff. Dave you're always 
there, .loe-a&f 




Stephanie Johnson 



KBJC remember the tracks. DV 
won't forget you. CS thanks for 
supporting me, JS thanks for being 
there and putting up with me. mom 
and dad thanks for loving me 
unconditionally. MM I love you 
always. LG Til always be there. 
Freshmen CHLD. 
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The last couple ofyears havi: been 
fun w/some great memories. Like 10/ 
1 1 great night. Thanks to all my 
friends 

AMDFMBJRCDMABHJCTB&JL 
Thank you for always being there for 
me & 1 will always remember U. And 
thanks to Evcr\one. SK8 for life. 



I jLst warn lo s;iy I hank you lo cvtnont." 
w lio supported ful' ovlT the last 4 years. 
Tlianx fur all thf yood times j I'm e mm 
rvrvkwlgsnanahlr. I LOVE YOU MOM. 
yuu'll be in my Keiirl forever! .^nd lo 
Valerie. Frank, Cody, Austin and Emma, 
you guys arc my guidinj; light and I'll 
never forget what you've done tor iTie. 1 
\o\ii you guys. 



ri|y-I ;.IM)'I RK'i,SKTlJt,y-l O.GMTi I II- 
i;.(iS'(i;.(.'o-lrcsl(l-l2 ludiesnitcvmrnstrtHJt 
A I K i J P Jt ri k-y d rv C'OK . t) .j el k) n ospoon 
UKhgn-A utsluv JN-SHjactihlintljfllaLnchnky 
Wwdart JfajHailinempmilflitJKCOtJWBCJN 

rmnciuJIsiDCiihusiirlsAI'MMgicHipulr' 
muiirigliUNDSSIUKOUKtrmplineKDAP 

sti utindi>or[;t n.v r y rt; DB i 1 1 . i ■ 1 1 kiv eyiiu ah< ;iys . 
yiiiireamaying Thanksfurevery tiling 
Mom^iidDad.lkiVi; yi)u.LiiVL'yaBri>okg IncMyear 




William Allan Kennedv 



Strt-i:. tJSIl2, Canad.nni. IJIUi:. 
TS,SB.JN,inv,DS,tJP,DI}Uyrealyrs. 
LliHidliiiicsDVVcar. mailbox, ebrake, poliee, 
tlaliMI NitlJeehead. tJoiinres((('t)rews 
(Piiexplode,miishrmLioud)L(neyou Always 
Allie, llonlycangLnhetler, trampolliieAt.J, 
Than kyouIJad, Mom, Mcgliaiut'orey. Zoe, 
Than ks4 1 islou Ui g M If K , i kiv eyou . Hegood 
Ty Icr. A I wa y sw aiued 2 1 ca V eb II (now I cant 
,-KuTioli'i , ii.'l'' Mrtil.-iVTii -»i[l 




Warren Keough 



Hockey, Painthall. football, musical, 
plays, trumpet, .sing. Hi Frank, 
Grabber, Nate, PhiL Have a good 
life. 




David Kirk 



The Red opened up, and hroujiht lo me 
many things which I have nev er seen 
before. I eould hear the voices of those I 
knevN. and 1 saw the faces of all who vsere 
kepi sheltered within my heart. The voices 
spoke to me in vain, their voiees pleading, 
begging for me to understand that this is 
all. just a masquerade. SK.JCP.ADG.MC, 
SL,t)H.IM 




lA'slic Kantorski 



LAX4-12KeGmuG.S-|l2-BOMOw/AM'y7-li;. 
R Tw a I ks.'ean lies! Shu ps ) Cne rt s : Ben H arp, 
DMB,JeWL-l'(l I .j!i'U2-LS"COM"alwys MSJ 
vndfsm! KtMB-(12! HiiuscParlic/(WKld24.'71 
N.Vni'(l2 NevrForgt. KtB&Moll/Soph 
SatNJtiJS. 1 4.1liiniyboys, Kel&Mof, 
N Y party .SI Pats Day ' I H)n vragn ! Summer" 02 w/ 
CM. St. JI>.tBud! PBkiMiBFahvys'GlnJtiyr- 
AMSSLSKt'KGMCsomaiiymems, 
GdkkMMheuiii'd! -TV niomAsiiy I low vou' 




Tarvn Elizabeth Kelly 



ChL-tTing,Nev lT Torgel all ihe good limcs- 
ihanlcs so much Ui all my Iriends who have 
always been there for me. especial lyt Ash ley- 
lii-5 missions, Angela, t'assie-RSr,Klfl- 
t hn n kN4B hva y s be I n gt here • nev erib rgetyou, 
.-Xniana-olhrhairScPriltMoo ruomics, Kaitlin 
Bw t)avJwMi;«L-ll.wJerJcl.mMhKsWt and 
everv'<me dsc. 1.av2ualL 
Thank YouMi>nit')ad+'Kev in I'll love you 
liirevei- 




Christina Kellv-Zilski 



People and things 1 would like lo remem- 
ber.,, auto Ixidy and auto tech ARC dances 
and Self AdvocalesPOWs and Current 
SciencesSummer Program CG,K L.Brittany, 
Sam, and .lessicaSmokey HouseMaineYrs 
PlanMrs. Ral'ter and I won't forger QJ or 
TNNlMrs CieidbiHii thank you for being 
a goodlriend to inelMr. Flory (hant^ivou 
lor helpiny me ihrnuph tough times 




Sara Eri LaBate 



LAXq-12BKBL9-10FH9- 
10,ac,vtlsp, BRKw/Kr.s41ife: MM, St 
goodtimeswACMMLDAMALDKBW 
SPTK, LAX budsJSMBLDMMND 
EHRFTYJC,TM,Parkman4evrything. 
Thn,\ evryone 4 all laughs, kiv you 
guys. Thx Mnm,Dad,Baba,Ken<S: 
Gkmhu^. 1 Love D guys forever. 




Dennis Michael Lafcrriere Jr. 



Doo,hangin out with my friends in 
the lunchroom, Redl 2 gardener, 
smokeyhouse. Thanks Mr, Peterson 
and Mr. Clark for making social 
studies fun! Gilbert's yes plan, 
fishing with Caritii, summer program 
friends with 
RC.RS.C'G,SM.VM,SG.S!\ 




Amber La foe 



l-irst I wanna thank my best friend my 
MOM. I would have never done it w.'o your 
help. Luv ya, Ltiv \i\ dad. fum. 15,1. I 
wanna thank MM you mean the world 2 me 
All my Girls from HS PA.AJ.AP.MKSt. 
Bf,BH Thanx; And my sisters that mean 
the world lo me. My liulc angel, God bless 
her. DB you behave, 1 w ill always luv ya 
M(i and ur babv 1 luv va Uuh. 
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Christian LaMontagne 



Great Times w/ BUDS: CR. TD. LW, 

Nik, Jer. Dot, Kill, Criuze. Double 

Ray. DSP, EC Summer '01, Summer 

"02 Good Luck next year Class of 

2003; 

Ifs been real. 

The Future is Now. -Non Phixion 




Daniel J. Lawrence 



"The ullimale mtjasure of a man is not where 
he slands in motnL-nls ofcomfort and 
convience. But « here he slands at lime of 
challenge and conlroviirsy."- Martin Luther 
King Jr. SCR champs'dl ; many Ihanx to my 
parents, bro; 4 BBS FRVR (L,B,Pl; Random 
Goodbyes: LD. BC, SP. KM, MD, SL, 
pre-season runs, JH, CK. combread, etc.; 
"Why must I be surrounded by idiots?"- 
DrEvil; adbvs tu all... 





'2 


Jesse T. 


Larson 




Rick Pelland 



SKG-9,IO,ll,12Capi. lK12Goir- 
9.10 ll,12Capt. ]0,l!.12SCR-9 
NHS- 1 1.12 Skiing w/JC.Kt, Burzy, 
Brewby, SD, CM. LAO. Golfw/ MS. 
JC, KT, SD. Biddy- tough guy Bure- 
west will be our made. Bom n' Bred 2 
Rip II ' Slired 





Ashley Marie Leach 



Allison E. Lee 



SCR. BKBL. SFBL, GMTL YB. I can't 
believe that it's all over... Costa Rica '01, 
Jr. Prom, vaca '03?!! hangin @ ange's 
Hottubin, movie buddy TK. kisses to my 
special agems T&B. couldn't have done 
ii w/o ,'\MTKBWCESL you mean so 
much to me. MOM DAD Chris & Jon 
ihanx for everything I love you. 



VB-12 BC/LC 12 4 years, were nut ladies! 
am.em.as.ms, so many memories, great times. 
hey 2 my best buds: am, rl.qm,as,msj]. 
jw .ce.bh.sm. kn. ee. km. la. en, cc. my DT 
ercw. and my DRM crew! Luv ya guys! 
Amanda, you're my hesl bud LYL.'\S always! 
Ryan, 1 luv ya kid! 4 ever! Road trips, parlyin, 
girls night (summer '02) wtt made it guys! 
thauN mom. dad. Gene. Good luck cl & tf! 
Ctnod Uiek jt'.sl'.sgl ^^^ 





Stephanie Lynne Lees 



WiUiam E. Lezzer III 



"When 


all is said and done, our 


time is spent and we've had our | 


fun." 




"Don't 


let the man get ya down'"~ 




Good Times- 



hlhl. Bbl. Ilk), Ciood memoftcs w ilh the boys 
Dt y M NOBM JCK M J FBBCDIIWG J M MSs'zP 
BKBPDD and the girls I.KKC SSMC'LSI.M 
t.PKCRTAMMSKMMBtih nfj-ni righl niassic raan! 
AM with QMCIJJF stKHl limes! DTF Bn.BI'BK 

Teen Pregnancy. EJonfircs at t^S. MuBhr<H>m. mooning 
hoi girls at DDI TMFDW keep on l^fehnoingrAlway^i 
panying ivith QMDFZPKMJFNG.'n' Id all teaeheis 

uttd tiiachc^t Norman. "Wlio's your iifldt!y?Ncvrr fm^t 
(he memories KMB tly Ycm.ThankK for al^'Sys bem^ 
then: Mommv ILY.CrC! Yankees Suck! Only one 
Scream. 




John-O Smokey House Pows & 
Cuirent Sciences too much writing in 
English jimbo & chef Paul's Thanks 
Mr. Geisler & Mr. Moran & every- 
body in Red. 1 2. Jen, you're the best 
sister in the world. 



The past yr has been great, my boys 
in GREEN u all better graduate! stef, 
;had, andy-thanks for summer of 
02, maria ur the bsl, ihanx for 
;verything, rob & gordie urthe best 
:iro's in the world, mom & dad thanx 
for the push. I love u all. this is not 
jood-bye. this is hello. 




Crystal Longley 



LIFE is full of time if you think of 

it this way. LIVE LIFE to the 

fullest 

advantage you can. Don't take 

things for granted. 




Amanda Mangan 



What's kiekin'.'We did it everyone! Shout out 
1 my crews;T-crew,K-crew &DRM-erewt 
My "kind budz:AUL,RL,TH,JT,CM. 
AS.KM,Tr>,Cort,CC.AB,RF,MB,MM,AK,NA 
MA.SD.JC.Hawaiian.FW+TA!Luv ya all! Ali 
BestFriends 4 lite! Ali...UR MOM! LOL 
Sehigoding! Parlyin + Roadlrips w/ my 
:rews! Love ya all! Love ya mom. dad 
»- Jeremy! I'm out like a fat kid in 
dodgebail!! 
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Melissa Manney 



C'h!LM-HlLAX^-n-'lJuddycwld — 
you sparta billion?"NADER!sktTtCT- 
ilif Canadian loving ear groper.corky 
or busi!\viuhus2002!costa rica'Ol.good 
limes, good laugh !em!vcu pediddled! 
Is it reaily like a ishoolingstarAsliniawe 
"02 asli veronica. niegi,steph,e\ er>'oiie. 
I'll miss u all! thanks mom and dad 
For evervdiin^;!.,. Ash, you snulTwho? 





Roxane Marcilk 



Matthew G. Martindale 



AB-bio and math! Jon I tove you! 
pepsi and EQ. Costa Rica '01 
Thanks Mom &. Dad tor everything! 



KTBL, BBL. 1 want to thank my 
mom, dad, sister and brother. Also 
my friends 

MF. DD.JM.,K.J.TD.AD,RV. also I 
want to send love out to my 
grandparents in Florida and in 
Pitts ford and if" I forgot anyone 
Much love to Ya! 




For those who know. Unlike those 
who don't can not hear the cry of 
crazy Kurt. In everyday it comes 
again. Never flinching and always 
fun is waiter's ride ofEuroPam, into 
the Euphrates river runs like the 
Doctor's words as smoke and fun! 



Div ! i;hcerleadiiigslchampst)2 
Rni32AOedlwsstmalwysinmyhar( 
nkdeitalion myrtlvaeashakm Kurtis love 
u 4ever LB 1 02 AG Indcentzposr 
Ikkbsalnites AFKMHAuralllneedlly 
AtbnyrdlriolI'JktstocksholgunOeoffty 
jrprom02hanleissypinkmkduphaha 
TrNbCbJrPwTs crazvMom&Dad love 
V-' I'l'*^ 




Brad Mattcson 



FTBL"00,'OI IIKY 'Or02 we do 
what we want we live in Vennont!!! 
MMJCMMBBpN'lZf,QMNaDW3LGU 
BPXSSS.PB.MC. thanks Mom and 
Dad good luck Ash! take back 
Vermont, the year of the 580 
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Nieole Mattison 



Thank you- Dawn. Tamic, Greg, 
and Joan Thank you to my family 
for their support especially my 
mother! 




Daniel May 



TR 9-12 BND 9-12 Can"l believe 
it's over! bye Shawn, Phill, Frank, 
Nea. Catilin. Adam, Dick, than 
Moodie, AOB. Aram, Everyone in 
FAH. ( never experiienced true 
friendship untfl 1 met you guys. 




Victoria Lynn McLaughlin 



Macky McLeod 



To all my friends: 
CS,MD.DT.BH,MM,AR,AO.DH,SJ 
thanx lor a great 4yrs! I want to thank my 
Nana and uncle lor keeping me in line. 1 
love you both. Dan 1 will always love you! 
to my inom I will always remember you 
and love you 1 hope your proud of me. love 
you Dad. To my second family thanx! I 
made it .... Bye! 



FrBt.')-l2ih.JUM.Jt.l)B,PM.yM.DW,K.M. 
NO good times fdbs... wt: did some eraAy 
things] Mudd'n&kd'n hunt'n "winter A\ ttit; 
Mahars" V.S.A Taki! Bnck VT !sl lbr4eva1ove u 
Gram Pop muss you I MLM t love you just yiiu 
and mc... Mom & Dad its been a journey thank 
yt.ju! \era hilly etJUldn't ask lor more Ciranimic 
tiramps thanx for the suppt>rt it meitns ho much 
Lovi; You Lee Theresa good luek have fun! 
hi:cn iirt-ul,,.. 




Courtney Ann McMahon 



Albtiy.rdtrip.MM.KM.CO.AG.that was quite 
an experienecljr red til, it was I'lin to be able 
to play on your team, thanks lor a great 
season, gtiod luck to you yuys ne.vt year! i'll 
miss you jane atid Jessie! Best of luck! F tly- 
12 Sl\ba]|y-I2 Bkbl 'MO thanks mom and 
d[id and .Steve you were always there for me. 
HI always love you. good luck ne.vt year 
ste\ e have tun luv va! 
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Jason McNolt\' 



Brittny Mec 



Live your life as if tomorrow may 
never come. Live while your Alive. 



TNSCRSdance, Thanks to ail my 
friends that were always by my side. 
Thanks and love to my mom. dad 
and sister. Live each moment lo its 
fullest potential 




Quinn Meisinger 



ITBL BKBL bbl Good limes w. my boys 
and lad it's. Zach& Brooks friends4lifc 
[JWC Massie-auhmbikivvahy Mac&S 
kidderf'a rts BiliAM NemoBenDelph 
C'had&Jayonniywing Jcs The Townie 
Girls, party inatkelsorkatiesbwakUwoamh 
molsh alltheotherttiatispenttimevv/ 
tgucssyoucan say kpL'nl H SI i vi ngiiup 
whilelwasvouna. No worries in HS 




Laura Rose Messier 



■'Any uorld is a valid world if it's 
alive I he ihing to do is to bring life to 
it. and the only way lo do that is to find 
in your own case where the life is and 
become alive yourself." -Joseph 
Campbell 

Mom. Dad, Graham, Ryan, Meg, Pat, 
Jackie, and all my friends-thanks for 
your support! 1 love you all! 




William W. Meub 



Tell mc whai you eal and ill wil you what 
you ate - Brillat-savarin. C-raiikcd in Epee 
52'"' ol' 140 at the 2001 junior Olympics, RHS 
Kencing club 3 years. Fencing choreography 
lor pL'ler pan. Fencing choreography for 
Robin Hood. 12 fully trained studenls. And I 
needed no help doing it. The worst feclinjj 
I've ever had is when my coach thought I 
couldn't w in a match. 




Krista Miglorie 



SFTBL9-10,BKBL<3-10. Thanks to all 
my friends love you all. MmAgHaCo 
Cm MsBg. Getting lost in My. Koch, 
Ape. DaRock wilder, bball at whiles, 
B-I.'il, Roundaboul, InnofSMlns. 
AOMMBFF, SB'^7'MMHA. The Loft. 
AC, So, and SK~FF. Travel Inn Ms 
CoAg, Ty Brad, Mom. and Dad. 143. 





Cady L Merrill 



Josh Merrill 



"I faintly remember breathing on 
your bedroom floor where I laid and 
told you but you swear you love me 
more" RCS love you forever 
(really.really) JCS my Pumpkin Pie 
forever Mom and dad thanks for 
everything. 



I did everything 1 wanted and 
wanted everything I did. 
Fm finally out, but it was fun. 




Steve Merritt 



First, Fd like lo MlEink m\ laniily and my old^'sl 
friends Andy, Glenn, and Mike for all iheir 
support. Ah I last year of High School! I'll 
never forget my years here. Try as I might! 
SCL iindSc. always... Inieresling. Andy, Glenn 
rejoice! We survived! Be paticnl mike, one 
year to go. Good luck lo c\eryonc! Remember 
to cross at crosswitks! " With one eye Fm 
looking at the future and w ith the other one. at 
the past." The real Folk Blues by the seatbehs. 




Angela Marie Mitiguy 



V.CHLD, GMTI. DANCF. AL.BW.TK, 
SL.CE... thanks for all the memories, 
love you all bunches. Mom & Mary, 
Katie, David, Max & Natalie... thank 
you for all ihe support throughout the 
years, you are the shoulder I cry on. the 
force thai keeps me going, and my entire 
happiness. You are my life. 1 love you 
all so very much! 




Allen Montgomery 



Now kids, what do we say to a man 
that mommy just met',' 

Are you mydaddy? 
Mary... I desperately want to make 
love to a school boy 

Love, ALBONE 




Rachael Sarah Morgan 



"Home, where my friends are even 
when I'm not "-DBS To all my 
friends -I love you. Sean, don't get 
vitrus on the cookies, "Cuz there's a 
beautiful life lo behold and it's the 
biggest part of my life to unfold." - 
Blind melon. Niki, Kitty fried rice. 
I'll miss you all. 
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Amaiid:] Lvnne Mormile 



Ian Moulton 



5BL.>;cR.Kr.emii.BOMOw;i.es>r-ii5 

FLK(.'ys\:«el,i!dunSiimrti:w,CM.ST.JD 
&Bud!nvrbsld-J5BnvnMarina,i;rlngls, 
t;iiipiii;,.li;wi;INY|-sl)2KHubmslOyPCrvr 
ScSliilks.ML'R-liag.L-r/ynglsat-KlKhKtAni 
GOtmsRTSnghLSnotithlRCCcgtsMSJvndlsm- 
shhLkKhKcSsLsKtKkMcMbRiiwtjhdiilinc 
ILYACJLnxr\-/djhbi)nrhpnLYMrsMcGiyre 
McimBi)b,DaDianc,Aub.lhaii\4ilallILoveU 
Sj M hgd I k. kcj i,-tnt:hgkL' inm . ha v Tti n 



Fun Days arc l-"tnally Over For high 
school. TKanks to Ben, Nick, Joe. 
311 
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Brett J. Mullin 



XC,XCskg.TR,TRK, 

Hey, who knew I could learn so 
much about life in only four short 
years, fd like to thank all my friends, 
you know who you are, for making 
my life fun and interesting 




Kathrvn Sarah Notsch 



CiM I"|y-I2 I'NS'^-IZ Sarah I-: and Sarah H 
you arc Ihc sisters I iif\er bad I lu\ uni'I SH 
you liavt* tauiihl iiit: so tniicli Joii ynii ha\'i.' 
i:hanged my lift" 1 love you! Mom and l>ad 
Ihank you! Naihan Cioud Luck! "A 
iruL' friend will be ihc tme bailing you oui of 
|aili £t bcsl (i'iend \\ii3 be the one titling Hf\i 
U) you saving: "(hat ivas AWESOMK!" 
"I.noktn' good Loroy! Dunean!" "Live 
i:\er\tLiv likLMt ]> \i>ur lasl!" 




Chelsea Mario New ton 



U\ anHothankniyt-ir3ndma+ Papaforailof 
ilifirkive+guidanccMyfiancefChrisfor 
h i s L ti V e i m liepasi 3 y rsand h J spare nts fi in lie i r 
support. I Especial lywanuothank My 
Mommarornevergivinguponmeand 
nioldingmeiniothepersonlamtodaylwant 
lothankMvBFMeganN.lbrgivingmeher 
Friendiihipback.Remember:Fair( IW)) 
CictLiin;ni\\:ur. 




Kevin Norton 



irBL4-i:.BBL'J-l(t.VlL Al(l-i: riiank you 
Loach Norman. I LY Lynn! Hey Ciouge, 
■■rHI-:RNl)BYL!" Dave. ■•SIIWANKYI" 
("■\Cn Wr; LIKf; a man:" Selh- Driving 
[hm doivmowii. Travis- "IL'y Stoopid!" 
Huddha Max- Summer Pany! CR-NOC'AKIl!! 
lo everyone e[jie lh\ 4 the niemorics. LG. SP. 
Tf-. L>L.' BM. Hi. Dll. JW. IP. RF. JD. TW. 
CR. TY.MS.AL.t M, ,\S, SM. CB, CiW. If I 
forij^ii somecnte. stirr>! 




NHS GMTI TM VTLSP AC" XL CRS 

BND CHMBRS SWM MENTR DC 

Frne.'Spn Cape 

We had some wicked good limes! All 

my friends, stay close. 

Love you Mom, Dad. Good luck Matt 

Luke. 

"Lavin'.-.ii's whal I got. Remember 

thaL" -Sublime 



Love to Mom, Dad, Matt, Taz, 
Kristen, Kelly, Jo, Mandy + Kathy. 



Sc:'k^)-llt^KBLO,(}MT[ 
BK, SB, DS, DD. TS, DW-MESS- 
ING W/THE RCTD BONFIRES 
POND HOCKEY SANDPIT 
HANGIN' (■«' OS'S THANKS TO 
EVERYONE ALONG THE WAY- 
CLASS OF 2003 RULES! 



126 Seniors 



This yearbook was digitized by volunteers from the 







Chevy Camcro H\ Good luck HO. 
Luv you Mom. Dad, Heather, Kay la. 
Thanks Tcss for being there for me. 
remember our Camping trips, and all 
the fun we had. "Diive it like you 
sioled it." Luv. peace, chicken 
grease. 



Ciood times! Yankee, salsa, Belize, 
billiards. Butcher, Sky Coaster. 
Incubus, Vegas, bad teachers, good 
teachers, Killington. Panda. Celtic 
music, Veganism, bowling. Hemp, 
Ariel, Disco, Silver Lake, bats in the 
Belfry, and Friends. Thanks 
Everyone! 



FTBL. SNWB + 


GLF„. 


Mom 


Dad 


Pat ■ 


Megann. 


Than\ 


for all 


vou've 


done. 


My Boyz 


lots ol 


memories. 1 


Only 


U can start Forrest fires. 


Don't 


wait up fellaz. 










Check You 


Lair!" 
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Angela L. Oakes 



Fm glad [ am finally gonna be out. 




Alexis Collier Ogg 



SNWB/XC'TRK -There are two paths 
you can go by. but in the long run 
there's still time to change the road 
your on, "-Led feppelin, I love you 
Mom, Dad & Christy. Thank you to all 
of my great friends. We've had some 
crazy times! "Life is loo important to 
take seriously.'"- Corky Siegal. 




Christine C. Ogg 



FH.HKY.SfCG,TRK.GMTI.KC-good luck 
everyone ILY! AJspazzsis53l()2spnjello 
BKirmpline!JFslipnslideTEty4ic((i I urn! 
KmMmAt!CmlosiinNY2l'302JPDthari.\ 
buddie!BMSgirls#ltCmkJpAdg-BHcrazy 
ridcs.LdBc74nipcdc!H.A-crab\\ohbs! 
caiiiipout02AjJlBkJnSbDs|jai;c|-JcAjSb 
tacofrts&sailing.Tlianks Mom & Dad I 
Love you. Good Luck .Allie I Love u loo! 




STAFFORD ROCK'S MY FOUR 
YEARS HAVE BEEN HARD BUT 1 
ACCOMPLISHED IT AND ITS A 
BIG LOAD OFF. THANKS TO: BR. 
JB. NS,FB, GB, JA. AS, AND KH 



Some people come into nui lives and 
quickly go. Some slay lor awhile and 
leave fiiotprinis on our hearts. And we are 
rrever, ever the same. Thanks mom & 
dad, grandma, grandpa. Chris you are the 
best! Chrissy, no matta what* Micheal, 
Josh, Dana. Lee. Dan, Rachel, LS, DR, 
LK. JF-1 love you always. Don't miss 
your chances. 



FTBl y-12 JcLs '4LRS II) Uiank jiiu (iir irvi;i>lliuis! 
fiMch Niimian Iiii;i' laiL' KN liM NCi (JW MM I)W 
rs Dti ZC SP iU'M SU, MW HL .It JF HP ZT St I SI) 
SS BP AB JW JF BP Jl) lif BW PM KM IF DLF RC 
Kl. t'K Rl. Think Vnu Tracj liir Iciiinf^ me ht In ihe 
VAC nt.^-.s1t:Mtif and vjdeti SS h was ^reat i^euinti to 
know you, who's going lo lo carry your suiff next 
)ear. Ill ahvavs rtnicmbcT QT wiih Mrs R and Ihc 
Folks in Red ]2 Hc>' PM make sure wc keep winnjiig 
ne.\t year. ,^lsti it ^ns great that wl- biiH BC High. KN 
' SRP hcsl friends fort-Mir PM * SRP Iriends 4 eict 




Micheal John Paquette 



AST mun .\m (KKIJ DST 00-03 BND 00-02 
"There's always something waiting at ihe end 
pf the road, it you're not ttJUjng to see whal it 
is you probahly shoudn'l be olii there in the 
first plaee." Thanks to my family (Mom, Dad, 
& Sara) for helpinj! me tlirouyh everyihing. To 
my friends thanks for the awesome limes and 
the memories. CF v. as uool and music «ill be 
in my blood fore\er. 'Wow dude look at Ihe 
sky." Shotgun'.' 




Tar>n Parke 



CRS, TR "far away there iti the sunshine 
are my highest aspirations. I may not 
reach thetn, but I can look up and see their 
beauty, believe in them, and try to follow- 
where they lead"'-LMA, Love to the cast 
of Ghost For Rosanda + Robin Hood, 
mom + dad Fve been a pain but I love 
you! ale\, good luck, matt I love you ^ 
can't wait to be your wife, 




Heat hi- r Leigh Parry 



Atige- Gatorade and MassanuUen; 
Where's the church? Shana SS 4 ever 
Kalte B, Pepsi girls. Thanx to 
everyone that \^as there for me Mom 
+ Dad I love you Adam thanx tor 
caring. My Fashioned 4 boys thanx 
for all the good times. To everyone 
else Slav safe and he good. 




Kathv Perkins 



First of all I would like to thank 
Rutland for a great 4 years. Good 
Luck to all my friends: JW, KW, 
KB. KC. TP & VM. Thank you 
Mom and Dad for everything. I love 
you both, ril always love you, Chris 
vour mv babe. 




Dustin M. Philburt 



FTBL 9.10,11 
1 know it's everybody's sin 
You got to know how to lose to win 
- Steven Tyler 

Thanks, mom and dad 




Seth Piontek 



FTBL.TRK, good Itick SB-,KN" SL, 
SE, DL, BC,LD„TF. Thanks you 
guys for four great years. Thanks 
Mom, Dad, Justin, and Kyle for 
helping me through high school. 4 
boobs! KN and TF, you am'i 
breaking the car in. 
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Brett M. Porter 



FTBL y-12 Siaie Champs -fJI. ImlfTrk 
Cpt? Unified Special Olympics G- Med a I 
'01 ! City kids rule! "VVIiero I go I jusi don'i 
know, 1 gol to, gol ID, giuta take il slow. 
When I find my piece of mind. I'm gonna 
give you some of my good lime."-RHCP 
luv&thankx lo all my I'lrends u k now who 
u r &especially MomDadt-inc+ Ash 
goodluck&havcfun in lis Pal&Urendan 




Shane Purdv 



LAX, TECH. Sure was a fun four 
years. Thanks to everyone who made 
these years tly by: Big Jim: Get off 
me, Ben and Miranda: I'm gonna eat 
your babies, Allen:good times in 
Maih Games R Us, and All the 
others: DK, KM. SW. 3CP0, CO SP. 
JP and Andrew :eom-pu-ler? 




Jessica B. Pryor 



FN 9-\2, BKBL 9- 10. NHS, K.C. 
Thanit you to everyone who has been 
with me through it ail. Jody and 
Anna you are the greatest best 
friends I could ever v^'ish for. Mom, 
Dad, and Andrew, thank you for 
being there for me, ! love you. 




Chris kanis 



Sec Rahi's Bawls. ES, TD. AS. JO. 

RS. LW. JW, SD. NA. BH, Thank 

you Dan K., T-roy, Ramming Speed! 

yeah CA! THE HOUSE, Good 

Times.High St., DW 

All we have to do is be 
ourselves and remember 
THE FUTURE IS NOW 




Luke Addison Purcell 



"It's not the size of the dog in the 
light, it is the size of the fight in the 
dog." OR, PB, SD, NL, JW It's been 
too short, at least we've had fun. 
Thanks for everything Mom and Dad, 
Benn and Nora. And girl, you always 
was my favorite. Capl SCR, Prez. SC, 
V.P. CO+NHS 




Kate Richards 



"...and in between the moon and you 
and the angeSs gel a better view of 
leh crumbling differences between 
wrong and right... "-CC 

Mum and D»d Thanks for everything 
Jane. Good Luck... I Love You Guys! 




1 have seen so far, it was only 
because 1 stood on the shoulders of 
giants. Capt. 1/0 TRK. V SCR, 
GMTI, K.C. 

LPBLWSDJWCMLOCA and 
everyone else. Peeper, Cement, 
Russia, Badonkadonk. Thanks Mom 
and Dad. 



Destiny is not a matter of chance, it 
is a matter of choice. It is not a thing 
to be waited for, it is a thing to be 
achieved." 

-William Jennings Bryan 





Jaime Robillard 



Emily Beth Roth 



SNWB, Skating, Making Videos, 
Thanks Myles for taking my picture 
for FREE! Peace 



To all of my camily (Mom, Dad, 
Grandma, Gred & Cathi) & friends: I 
love you guys more than 1 can say. [ 
wouldn't be here w/oui you: thanks for 
all the GREAT memories 
"For long you live & high you fly & 
smiles you'll give & tears you'll cry. I'or 
all you touch & all you see is all your 
life will ever be." Pink Flovd 




Alice Lvnn Roberts 



"There's a vision of the world 1 sec 
where blind hate doesn't exist 
because we are all free, free from 
ridicule, loneliness and despair 
because we show one another 
compassion and that we truly care." 




Clarissa Sargent 



Thanks for all the good times J P, 
TB. AA, HN. JT. JS. N, ACB. CK, 
SB, and all the other that I miss love 
you all and will never forget you. 
Thanks Miss Corsommes for all your 
help and everyone else who was 
there for me. 
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Wow I made 1(! Had a greai lime SD.GE, 
TS,KM.AS.\f Can'Ugetcimdy. Ali AKA 
window chcL'ks luv ya Guys EkioiycailXops, 
Biikigna sandwich I can'l lind The bologna, 
diii we run ii ii\er l:& me&"T"he Bi>tlle is 3 
Ckxh] luek Sis Keep your headhigh Its over h4 
u Kiww It Moiii.RichAmber.NaiiaJoe I liwe 
you thanks sii much llov my Tia Ps. Hoover 
Ilk All ur FauU! 



Thanks mom and Dad Senior Year 
was great. Good LUCK to evei^one 





E. See 



Sarah Shappy 



See Rabbi's Bawls Skiing KicKs 
@SS change you ignoiance RTL 
High Shout to Dank:Nug There is 
no future... the future is Now ! Keep 
it simple. Thanks MoM and Dad 



pnysaikatie^'kels.DMB'll I \\,l;ik-r.i. walks, 
rr\1i i J e! ! kt.-aiK.5eliip'.'remembt!T'.'pr(Kluce 
ittlks.kubl'.sldancin'panner.wldnghts, 
pi ncu-CL's.mb y cs'.'no'.'c. r&sprstr.mb& I is 
island li;\'fnnmy car.nw yrsOZSH R KbsUn vi e, 
n\T4gct'[hesignlotl'nelKbnj£Jmp-nonstop 
lai Khs aah '. '.^rtlTdboy26u em& I isxhasethrfius ! 
m.sj,s.ssh.crzynghLty& lu\'u niom dad patti 
and icn 



mi fricnifci r hard 2 find liiat!, y in so happy i cmi 
call u mine v\hen i need a .slinulder ur [Ilea- 2 
cateli m; tears u"ve kept my aft,teL< ihrmiiJl tin; 
pail 4 vKtni n've been then; thru my iilHictions 
u"ve witnes-sed niy deleiiu; ill wmember the good 
times and pray bad Is dun t repeat.ty 
rene.LTaig.steve!mom datl amelia &buw 
i luvumiiix."tliananyllting.,tys(5mtieh..ben-its unly 
ihebeginning bul ly 4 making nry dnr.ui!s eiinie 

mi, ilin;[lj^l;i-milli-h' 




Ryan Sharp 



BKBL y-IOFBTL 9-1 1 TRK9/shouiout 
loa i 1 my boy so \e rtiiey e sirs- S i gn 99 U p i II 
SmokeOOSnpDggO I UltimatcCroBTC 
4evaNCAAFTBLPS2NGPool/amy 
alw3ysmygirllloveyou-keys.'cuse02/ 
1 o V eu M om than k s4 y ou Hi u ppo n/ i m 
movinahead. and i ainllookin back, causii 
it ainiwhere u eame from, its where va at 




Lisa Shortle 



FHi»-i;BKBLy-l ILAX-y MSJ-shhGrls/ 
sslkmgegkckcmcam scinHithfunlSES- 
naplesO I ,(t2i'hungee,snmnymems2gthr 
« J you Les - "CO M "nil ma ttcrvvh at EG- 
fann.supcrtt Oman ! M B-leani ngtalksTY 
- G uys 'dm kmj cpbbm bh bttnint; b 1 dw ' D R M - 
L B F,he.';t fri endsal way s I li )v eyou K M in y 
hiisband,pilli)wl43 rUmissyou Stcveand 
Be th . bcgiioii&goiKl I nc k ! ThanksM om Dad 
Miill,llmeV<iuStiMuclil 




Andrew P. Simonds 



XC <)-12.Ttk y-lO, TN-S 1 1-12. XC skiing 
11-12, NHS 11-12. K.C. 12. Lincon 
AvePosse. summer of Sin. Indian RIP, 
!^:tnd Pit. Parties at Lindsays, The Notch, 
1 limate shelter- I crashed the jeep. Bonfire 
at Ltz's, good times. Jeepin at MtcKnety 
talls-li's gonna roll. Chinese Sledin, 
Skateboard sicdin-parked cars. Mom Dad 
and Darby thnks lor everything. Lu\ you. 




Ted Siemucha 



BBL-q-lO FTBL 9-12 GMTI 12 
Finally, it's over[ 




Naomi .Monique Sirois 



It's all gone by so fast. than,\ to all who 
helped me get there. JG.CM.LS.ME.KF, 
MF.CB luvalway/. Roacilrips to N.Y., 
Thegrassyknoll, Got cookies? Summer of 
'1.11. Reepa&LirNug/ my sisters. Slow- 
down Seneca I! Tlianx tt> A.E.P.stalT, luv 
you Mom & Nate & Bailey & Shelby. The 
party s just begun! Good luck everyone! 




Greg Sierman 



It'vour reading this. I've graduated and am 
not sure if' lni coming hack. Thanks to my 
rainily, friends, and teacher who supported 
me. Love you 4ever Trina-thanks Tor givinj 
me the best jr 'sn year 1 could have asked 
for. Goodbye to my friends: PudJew 
RayrayCommieDrKillBaroncShanaDtida 
Ugarllanna and every 1 else 1 didn't 
mention. I'll miss voti all 2, SNWB 




Mackenzie B. Sivret 



SCRciipt-lNDTRKeapl-TRKcapt-CiMTl-Kt- 
IJNPR-CHMB mackiegotlicked, buddy, 
tXiOTBDITLI daneespiril. /oolantter. 
F F part i es, there ' ssii nw hat i ngcomelry? 
dancingiif stoplights. .Idhrs.w'lind^, tippin 
canoes. imedayatBJ's.sliek. downtownin 
therain.SL-brushurteeth, indigiinvakesugo! 
1 twronijiums.Ti) my tamily-lliiveuall.To 
mytriend.'i-TY4 everything. T.A. youwill 
abvayshaveaplaceinmvheart. 
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Laura Elizabeth Skaza 



KCl 1-12 "May you always more 
forward and never dwell in the past" 
To my friends 1CC,JY,JC,LP,CC,AM. 
HD.RG and everyone else good luck 
in the future! Thank you lo MJ,MP, 
MJ. you've been a real inspiration. A 
special thanks to my Mom, Dad, and 
Josh I love voul 




c 



Andrew Read Southworth 



Varsity Soccer manager. Varsity ski 
team. Varsity tennis manager 
"SKI OR D[E" 




Jamev Smith 



Well thank you mom & my stepdad 
for everything I will Always miss my 
boys rick pelkand that was my true 
friend. And my Big Brothers Are my 
world too. 




Ashiey St. Peter 



TNS(()i.03)/GAPK.ids!CioodTimes 
A ndGreatLaughes With Everyone, 
"IGelByWALittleHelpFromMy 
Fnends"...lNCUBUS2002!CorkyorBust! 
DynaniicDuo,Maine2()02,CanadIAN! / 
TheresNoWtiatlnGeometry!?Our Buddy!/ 
ThanksMomDadH- Ryan for Everything,! 
LuvYoLiAllL.."'ever>' new beginning comes 
from some other beginnings end" 




Aurore Sourdot 



CROSS COUNTRY 
SKIING 
KEY CLUB 
CHORUS 




Jill Kathryn Steigerwaid 



lax,scr,nordic,j;mti,nhs,kc,u+me=us, 
dmbw/doomer.funlimesw/iindz. skunk? 
jm,kitchenw/lekrsgilis,xc02w/linaclm, 
Iraumaicfi.ln,annu:ja')R144ilove you 4ever! 
summerlaxw/js+cm, toall mybuds:good 
luekandi<.^u!thanks mom+dad.goodluck 
mooks.iioveyoti guyssomuch!niv:JwtU 
loveyoualways:) -fearnot.fortheslarsare 
madeofthesanie stufTasvouare 
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Aslilev Stevens 



Tracey Lynn Stubbins 



HKYy- 1 2"AnolherTum)ngPiiinlA ForkStuck 
InTheRiiadTimfGrabsYou By The Wrist 
DireclsLtWhcre2GoSoMakelt)cBeslOIThiE 
Test&DnnlAskY ItsNiiLAOueslionBulA 
l_cssiinLearned InLifcllsSumthing 
L'nprediclaWeAndln ThcEndUsRightlHopc 
L) HadThL-TimL'Of YourLift:" 
U-AIKftlsGRLSNTillCP BFF<3YaA!AmCm 
TaMyAhMrlidRvRv t.AI,-I<.1LI!MomDad 
Trev & Fam Than X 4E v rvlh i n e I Luv c Ya ! 



[fs to danoi; beneath the diamond skies -.x iih 
[ine hand waving free, to the welted h\ liie 
sea. circled by the circus sands, with all hope 
and memnr^' dri\cn deep beneath the wavcs- 
Lcl my (brgei about today until tomorrow. - 
Dylan Tears lor the years will 1 not cry, but 
lips will tbre\ er utter sighs of memories long 
lorjjotten. friends who are only whispers of 
dreams and the time of my life eternally yet to 





Kyla Tliompson 



Nicholas P. Trapeni 



Than\ RHS Howe Cenier Campus 
StatTord Tech Center Human 
Services VACEEE Program Love ya 
Mom Dad Halie Kyle G.N. G.H. 
Lauren, Christy. Jason, Good Luck to 
all my family. Love you all. I'm 
DONE! 



(\ctivities:sleeping 




Robert Tanner 



My 4 years here were great! 1 had 
made a lot of good friends vvho, I 
hope will stay in contact with. To 
everyone who still has more time left 
in this place. Just make it through 
and don't complain. 




Anthony Vero 



Thank yoLi. Mom atid Dad, for support- 
ing me and making sure 1 was doing 
well in school, I couldn't have tJone it 
without you. Thanks to all the teachers 
who have helped me including Mr. 
Field, Mr. Parktnan, Mr. Cassarino, Mr. 
Tronihley, Mrs. Mahar, Mrs. ClitTord, 
Mrs. Corsones, and Miss Hansen, 
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Ravhalci K. Viernes 



Ryan Viernes 



iiilo high VB girls, evalastin 
memories; thanx dad, ma, sonny, 
april. tino, ryan, family, and friends 
4 all ur support; in loving memory 
of my mother mama "c'V u wili 
always be in my heart; to my honey 
baby, i will always love u: to 
everycinc else, im out, c/o 2003 rox. 



Hilo High rTBL. Bom Hawaiian, 
Live Hawaiian, Die Hawaiian. Thanx 
to my Dad, ma. and family for all 
your support, R.l.P. MOM. 





Amy L. Webster 



Jenna Webster 



l-ley to MP, SS, NB, AL. VM. JP. and 
everyone e!se. 22nd Thanks Mom and 
Oad Good tuuck and Be Good Kayta! 



I hope yoii tiever fear those moun- 
tains in the distance, never settle for 
the path' of tease resistance... 1 hope 
you dance... 

Thank you to my family. ..Mom I 
couldn't have done it without you... 
Good Luck Jackson and Jessica. 




Andrew U. Wallett 



LAX. .lETS. SCI. NVTHS, Cisco, 
That's just sick, skunk or sausage? 
haiigin' at Sieve's, wasting time, 
homestarrunner.com, HolyCrap! !, 
Property of Ones: a One that is not cold, 
is scarcely a one at all. eugh .1 GHz, 
can't help but fell out of place, better 
bow out before anyone notices 1 was 
here. 




Brittany Welch 



bkLBLy-llTkRi^-llNlIS, Good 
tim-es with 

AMALTKCEKRCGJCKCSL. Taryn- 
mission accomplished!! Chenoa-how 
many times did he come in'.'! Sara 
shadow puppets on the bus. Thanx 
mom and Dad for everything. I luv 
you! Good luck Colby. 




Stephen Welch 



LAX9-12 FTBL 9-] I "summer time and 
the livin's easy" CCBB.SP you know 
MS keepin control litedatsshit 
datshpassdatsh thank god for natti ice 
weakends w/dank buds are great, 
DK.CC. JM.SL staying strong. AM "1 
have no idea whats goin on" static-x 
well 1 made ii, sweet thx mom 4 seein it 
ihrouali. 




Natalie R. White 



To: Momma, Daddy, Luke, Wade, all 
my teachers, and my friends: All of my 
accomplishments are as much yours as 
they are mine. Thank you for everything. 
I love you very much. "What lies 
behind us. and what lies before us arc 
liny matters, compared to what lies 
within us." -Ralph Waldo Emerson 




Daniel Craig \\ est 



FTBL 9.1 1.12. HK.Y 12. CAX 9-11 Dan 

West Techno masta. Good limes with 

ivatcr balloons TS, BK. SB. SP. JN, DS. 
DD. Gaaaaaaay Football Lingo. PS 4 Eva. 
Sweetie Buns LS. LK your the best-love 
you forever. Mom and Dad lovt' you- 
:ouldn'i of done anything without you. 
Herby your ihe man. High School has been 
great and I can't wait to move on. 




Ben Whitnev 



I'm doing ihis the righ! betbre it's due just 
like every other assignment for ihe past 4 
years. I'm glad I'll actually be geuing paid 
for my time instead of that "paid with 
knowledge" Bologna. One more thing; 
Society. There's supposed to be another 
ft'ord infront of that, but your bill of rights 
IS thrown out the window when your in 
ichool. so I didn't waste niv lime. 




Michael Wetzler 



Football, Wrestling, shot Put. chorus 

Though friends come and go in 
life, they'll always be a part of you. 




Jenni Dawn Whitnev 



Thanks for the memories. I will miss you 
all. especially Mrs. Ravenna. Mr.s, 
Greeno, Mrs. Browns, Mrs. Bushey, 
Diane, chris Churchill, Charlotte Scott. 
Steve Marro. Mrs, Kapitan God bout, 
Mrs. Palmer. Mrs. Rafter, Mrs. Smith, 
Mrs. McCormack. Bob Bassett. Don 
Delpha. & Jason Ballard, you are the 
best. 
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JoAnna Whittemore 



[ would like 10 thank my parenls and 
my sister tor helping me gel through 
the last four years. Especially, my 
junior year, it was the biggest struggle 
I had. Also, thanks to my grandma 
and to all my friends, 1 luv all of ya! 
KP, ril never forgen ya or all my 
other friends that i hung arounf with 



Peace! 




Michael P. Woods 



:^RS- Art Club- Sup Amethyst? Love 
Vou! Sup Phil? Best friends to the 
;nd! Luv Ya! Mr. Lower and Hal ford 
hanks for all the conlldence boost- 
;rs. Sup Zach, Seth, Adam, Frank, 
rhris, Sarah, Evan, Bill, Dan, Mike, 
<.atie, and all the others I forgot. You 
will have a place in my heart. 



Always! 
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Brian Wilkinson 



Alissa L. Wilson 



Rcin^ yourscM", ytiu shnuld not he shuncd, 
Yim laugh al me hccausi; i'm iiiHt:rent, i iaiigh 
ill you because jiiu're all ihe same. NG l-'U 
River fily Rebels VTf The Vesjas Oullaws. 
Houncing souts. Rrnfikkk Mirrphvii, and 
Unseen. Jaime, Ben llushrnan, Berand Steve, 
Monson. Jen. Eric, and .IR. I love you guys, 
than): I'or all the Cun! Mnm Pad & Jess i heart 
villi! 



TRfi. iiMT\. K.L'. MAP. Mom and l>ad^ 
Luv U ThanLs for everything! Meg- UR 
the best sis. good luck! Brad- I love you 
so much- for all lime To my friends- 
friendship is jusl a word but all of you 
give it meaning! Luv you all! I knew i 
would look back on the tears and laugh, 
but i never though i would look back on 
the laughs and crv! 




1 have tmally discovered that the 
purpose of life is to make your own. 

Dylan- You are iny best friend, 1 
love you! 

Mom and Dad- Thanks 



First, in Unite thanks and love to the most 
ama;f ing Incnii I ha\e ever had. Jackie 
Carvey. Iliaiiks for seeiiiii in my what no one 
else ciiuld. Ivlany thinks to my "IIAIR'ern. 
Wet,^ter likes pi//a. Meg, MtiO! Much love 
to ail my friends, thanks to those that heard 
mv music first afid loved it. Thanks mom & 
l}ad. I'll always love you Babs... Monkey.., 




Jennifer J. Yankunovich 



JunXing (Jimmy) Zhang 



i 



pt went by way to fast! 

'rplpnt... Denny "s.,,BLM... the A"s, 
|the J's, and the R summer 2002! 

3ood luck LS and KC, JC BFF, 

rhank you Mom + Dad. I love you. 

jood luck T. 



*tns- "If I have seen farther than other 
men. it is because I have stood on the 
shoulders of giants"'-! saae Newton *trk 
*nhs- 1 am improving, b/c I am never 
satisfied w/ myself, *sei*jets-and I am 
constantly searching for the answers. 
*yb- 1 leam, not because I had to, but 
world is more then just 10750rd. *ac 
♦mt. 
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Baby Pictures 





Senior Class Officers 



Sara Labate 
Co- President 





Michael Muilin 
Co-President 








Jesse Butler Victoria Butts Julie Capen Lenna Carter Jackie Can^ey John Casella 




Breana Coombs 
Co -Secretary 




Jody Chamberlain 
Co-Secretary 



alenn Barnes 
Vice President 




Allie Jordan 
Co-Treasurer 




Laura Durnas 
Co -Treasurer 






Ciinstina Chapman Matt Cioffi Allison Citro Chris Clark Li ndsey Clark 






Nick Abatiell Pat Abatiell Hanna Allard Chris Andrews Mike Austin Kaitlin Bailey 
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Katie Cole Kristina Collins Zach Coltey 




Katelyn Conway Adrienne Courcelle Kelly Crichton 








Corey Ballou Ben Barone Nicole Barron Megan Barros Kristen Bassett Pat Biddescombe? f.. -gan Grossman Chnstina Czarnecki Liz Daniels 



Kim Davis Shawn Dayton Angela DeLauri 










Katie Blanchard Meghan Block Seth Bride Amanda Briggs Kate Brittain Sarah Brookman I Heather Denardo Steve DePiano Alyssa Duda Sarah Edwards Val Engler Cassie Erickson 
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Richard Fitzgerald Judy Forrest RicheUe Franzoni Chenoa Goodrich Nate Graham 





V'.VIW 



Rachel Green AleJss Greene Neiman Groce 





Emily Grant „ Aioanda Mangan Roxane Marcille Matt Martindale Macky McLeod Courtney McMahon Quinn Meisinger 
I 5 T- 
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Laura Messier Will Meub Angela Mitiguy Rachael Morgan Amanda Mormile Joel Nelson 
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Stephanie Horvath Meg Howard Tim Hubbard Bridget Hughes Becky Hyjek Steptianie Johnson 



\atie Netsch Sean O'Brien John O'Malley 



Allie Ogg 



Christy Ogg 



Taryn Parke 




Kim Jones Leslie Kantorski Taryn Kelly 




Jesse Larson Dan Lawrence Ashley Leach 




Brett Porter Jessica Pryor Luke Purcell 



Chris Rawls 



Kate Richards 



Allison Lee 



Bill Lezzer 



Lisa Mallinson 



Devin Riley Denise Riordan Emily Roth 





Malisa Savage Beth Savageau Sarah Shappy 
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Ryan Stiarp Lisa Shortie Greg Sierman Andrew Simonds Mackie Sivret Laura Skaza 




Aurore Sourdot Ashley St. Peter Jiil Steigerwald Tracey Stubbins Rayna Viernes Andrew Wallet 




Jenna Webster Brittany Welch Steve Welch 



Dan West Mike Wetzler Natalie White 




Bryan Wilkinson Alissa Wilson Mike Woods Lindsay Wraga Jennifer Yakunovich Dan Doenges 




JP Desjardins Brittany Mee Krista Miglorie Mike Alcorn 
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Anna Dunton- Molly McKenzie 
Gallagher 
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Class Spirit 

Angela DeLauri & Nciman Grace 




Everybody's Friend 

Jill Steigcrvvald & Luke Purcell 




Senior 
Supeiladves 




Sincerely Sarcastic 

Lindsay Clark & Adrian Chen 
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Teacher's Pet 

Sara Gilbert & Chris Andrews 



Exotic Eyes 

Amanda Briges & John O'Malley 

Rutland Historicat^ociety and the Rutland Free Library. 




Senior Superlatives I5! 




Definite Dedication 

Allison Cilro & Chris Andrews 
152 Senior Superlatives 



Most Likely to be President 

Rachel Green & Joe Ferris 

Senior Superlatives 153 
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Stunningly Stylish 

Sara LaBate & Pat Abatiell 
1 54 Senior Superlatives 



Stands Out in a Crowd 

Laura Dumas & Ryan Cassidy 

This yearbook was digitized by- volunteers from the 



Class Daydreamer 

Christy Ogg & Mike Austin 
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Broadway Bound 

Heather Denardo, & Shawn Dayton 
Missine: Kaitlin Baile 




Guaranteed Gum Giver 

Richcllc Franzoni & Jim Albright 



Hall Roamers 

Steph Horvath & Troy Ebbinghauser 

Rutland Historical Society and the Rutland Free Library 




Class Athlete 

Macky McLcod & Emily Grant 

Senior Superlatives 155 




sparkling Smile 

Breana Coombs & Andrew Simonds 



Yogi's Frequent Fliers 

Nikki Adams & Mike Austin 



Next Tom Green 

Kyle McGrath & Katelyn Conway 



Class Flirt 

Alyssa Duda & Luke Purcell 



i 





I 



« 



Class Mooch 

Niki Hale & Pat Biddescombe 

156 Senior Superlatives 



Most Likely to Beat Jeff Gordon 

Brittany Welch & Steve Welch 

This yearbook was digitized by volunteers from the 
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Rutland Historical Society and the Rutland Free Library. 



Kullniul /Vmerkaii Legion Pust ''SI 



1 U 1^1' ft. 




«0O COl-U>*BIAN AVB. 

P.O. BOX 030 

RUTLj^ND. VT 0670« 



CB02) 773-8040 
FA.X 1808) 7 73.8 747 



Adams' Insurance Agency, Inc. 

ACBOSa FHOM GENERAL KL.BCTRIC 



JOE PRZYBYLO 
MARY DE LANCE 



I50N ADAMS 
DON ADAMS JR. 



BURNHAM HOLLOW COUNTRY STORE 

flouie 4 East Mtndon. Vemmnt 

(across from Best We«em) 

(802) T73~SS30 I-S00-SS2-OO44 

wuiw.bestofm@ooL com 




A Vermonl Specialty Food Shoppe and flakeiy 
Marilyn Garland Open Daity 




Best of Luck RHS 
Class of 2003! 
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EMBROIDERY - MONOG RAMMING • ENGRAVING 



Specialized Embroidery and Monogramming 

Corporate Logos -Team Wear 

r.ngraving on plaques, trophies, pewter, medals 

PO Box 1 86 

1 42 West Street 

Rutland, Vermont 05701 

802-773-63 1 FAX 802-775-7642 
Email: iNitDE@AOL.coM 



hecH Mont Mot^l 

138 N. Main Street 

Rutland, Vermont 05701 

802-775-2575 



^ /«kjy Rates • COMM-GROUP-AARP Rates. 

Phone Cable TV HBO ESPN 
King, Queen & Water Beds 



cmcmbcr what our many repeat customers say; 
Staying at the GREEN-MONT MOTEL 
is like home, lilce family. 



MIKE'S HOBBIES 

RT 7 • N. Main St.. Rutland ■ Open 7 Days • 802-775-0059 

VTf Finest Hobby Slore * wwwjiill[e»hobbi«joni 



10,000 Gift Ideas 



C«M,IXCahi, 



\i\msm 



BMliS 



COLLSmBLSS 






R/C Cars, Boats 
H«ll'« & Planes 
Nascar DIacast 
Lionel Trains 
Sports Cards 
Science Toys 
Palntball Guns 
Hobby Tools 

Wooden Thomas 



ROBERT E. DAY 

President 



COUNTRYSIDE GLASS CORP 



(802) 775-2450 • FAX (802) 773-1510 • 1-800-696-2450 
136 GRANGER STREET • RUTLAND, VERMONT 05701 



libeaulfiB 

SHOP 



:'• i 



MOOnPOfUIH)- 



134 Park Street 
Rutland, Vennont 05701 

(802) 773-9687 
The Collision Experts 



(602) 773-6000 



Lii 



S 



JUSTIN LINDHOLM 
ADAM MacFARLANE 



2 South Main St. 

Jet. of Rle 7 and Bus 4 

Rutland, Vermont 05701 
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GLASS & LOCK 

"Fon All Your Glass Ano lock Needs" 



57 JACKSON AVEt^UE 

Rutland, Vermont 05701 

(602)747-451 I 

1 -900-339-2098 

FAXmOZI 747-6934 



LORI HARRISOIVI 
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High-tech care with 
a hometown touch 




For more than 100 years, Vermonters— and our neighbors from New York arid New Hampshire 
have called Rutland Regional Medical Center their "home away from home" when they 
needed health care. 

Diagnostic imaging, cancer care, cardiac catheterization, Vermont's only nationally certified 
sleep disorders center, 120 of the area's finest physicians in 35 specialty areas ,., it's all right here, 
at Rutland Regional Whether you are making a quick appointment or needing an extended stay, 
our medical team will give you expert care with a personal touch. 

Rutland Regional. Proud to be your hometown hospital. 

high-tech care.. .hometown touch 

Rutland Regional Medical Center 

AN AFFILIATE OF RUTLAND REGIONAL HEALTH SERVICES 
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¥itMOMT GOOD 

TO 



• Admissions, Academic, 
a SAT Counseling 

• Choosing a Major 

• Prep School Admissions #^f A CC 



THE 



Ralph Musella 

DIRECTOR 



(802)775-S4^ 



OF 
2003 



9 llWQtST St.- Rutland, VT 0570! 




VCRHOHT TOIL l^nCE 

800-400-8219 



802-463-6866 



BOZ-ASa-3BlA 



tecshirt@ad€lphia.net 



ALDERMAIXrS 

^OThe Chevrolet Superstaref 



Vermont's #1 Chevy Dealer 
65 Windcrest Rd. 
Rutland, VT 05701 
802 775-7151 
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'Wt Bag ft Better! Buy American" 



VERMONT 




CANVAS PRODUCTS 

1-80CM77-7110 • 802-773-7311 



Kevin & Gail Knipes 
Owners 



259 Woodstock Avenue 
Rutland. Vemiont 05701 



Vermont Roots 



Distributors of Vermont's 

Finest Specialty Foods 



Kevin J. Mullin 

I'iS E. Pittsford Road 
Rutland, VT 05 70 1-9552- 



Toll Free: 

(888) 887-6687 

Fax: (802) 747-0797 



CONGRATULATIONS 
CLASS OF 2003!! 




SEWARD'S SALES & SERVICE 

<23 South Mvi Stn>«t PC Box 815 

RLTTLANO VT 05702 



Sua PhooB (302) 773 9168 

VT NH 4 (518) 1 8O0 639 3801 

FAX (802) 773 6767 



WILSON 

COUNTRY CAMERA 

~>i "Wfierc IhcfiK-HS h iiii ,»•««." 



CELLULAHOHE^Auitwnz^d Anient 

775-Z643 or i>S00.675*26G2 
37 Center St * Rutland, VT 

A Coiiiplcle Line t>r C:iiTieras AriJ Video Cameras • K^p^iir Service 
rholofinti^hing • Darkrctom Supplies • Passport Pictures • Photo ID's 

Frames ' Albums ■ Certificates. Ribbons Sl Mtdah ^ Trophje.^ & Plaques. 

WJLb Engtaving Services ■ Greeting Cardv '■ Binoculafs * Telescopes *t^aa 



66 GROVE STREET • RUTLAND, VT 
05701 




Good Luck Class of 2003! 



\ 4C (X)RMACK. C JUY ETTE (j, \ SSOClJ<rES 

Michael W. McCormack, CPA 
Andrew E. Guyette, CPA 
Pamela J. Douglass, CPA 
Kevin S. Markowski, CPA 

Associates: 

Jeff A. Langmaid, CPA 

Michele M. Willis 

******* 

Christina A. Ponton 
Lori A. Goodrich 

802 • 775-322 1 FAX 802 • 775- 1 850 
www.cpa-vermont.coni 
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Congratulations to 

Sarah S happy 

on her graduation 

We are very proud of 
you and wish you a 
future filled with success 
and happiness and 
dreams coming true! 



Special congratulations to 

the entire graduating Class of 2003 for all the 

things you've accomplished, for the challenges 

you've met and the goals you've achieved. 




wireless 



p"r^gTFi?ni 



ot wireless 
cflnneciions 



VGf lTOn wireless 

Auttioraad fie Uulsr 

225 South Main Street Diamond Run l\Aall 

802-747-3373 802-775-7694 



lerUey 

Teller I Greene 



real estate 



JODY CHAMBERLAIN 

We're proud of you! 

Congratulations and Good Luck 

to all the 2003 GraduatesI 



18 South Main Street 

Rutland 775-6000 

www.bvandq.com 




CONGRATULATIONS TO THE CLASS OF 2003 



American Association of Orthodontists 

George M. Ciavola, DDS 

Diplomate, American Board of Orthodontics 
Specialist in Orthodontics 



(302) 773-0822 



6 Fioberts Avenue 
Rutland, Vermont 05701 
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8<?^-773-?5ij. 
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^*/ /^^RCH'^^ ROW, ^UTCA.*JP,VT 0^7^/ 



Tad Stnitfi 

Invfsliiiciii Representative 

128 Merchants Row 

P.O. Box 6176 

Rutland, VT 0S701 

Bus 802-77,1-9607 Fax 888-416-7482 

Hm 802-236-41 15 Toil Free 888-440-8806 

www.rilwardjones.ctjra 

Serving Individual Investore Since >^t 



Edwardjones 




Btair J. Enman P. E. 
PresSdenl 



Tele 802 775-3437 

Fax 802 775-7523 

EnmanEngr@aol com 



Enman 
Engineering 

Emrironmeatal ■ Civif ■ Sanitary 

Enman Engineerrng. PC* Conaull'rg Engineers 
Tenoaybfook Square ■ 230 North Main Stieel ■ Bullant) Vermont 05701 



Congratulations Class of 2003 ! ! 




CAREY'S AUTO 



Good Luck, 
Class of 2003 

Sam Frank Inc. 




j7 Xirtoriuji (it'd S; fimikfaul 

lie inn at Rutland wishes all tbe Graduates the Best of Luck. 

Your Innkeepers, Leslie & Steve Brenner 
802-773-0575 & 800-808-0575 
www.innatrutland.com or email us at stay@ innatrut land. com 



-4*MvM^ Marcia's Hallmark Shop 

' rVH n f^*-»i*a . _. . .. . . .._ . . . 



COLDCmWN 



•J'HE VER Y BEST IN CARUS AND GIFTS 

670 DIAMOND RUN MALL 

RUTLAND, VERMONT 05701 

[802)775-3534 

FAX (802) 773 -.5668 



CALE S. SHIPMAN 
Owner 



Gawet Marble and Granite 

MAIL TO: ^^^' 

Gawct Marble & Granite 

P.O. Box 2 1 9 

Center Rutland, VT 05736-0219 

SHIP TO: 

Gawel Marble & Granite Inc. 

Business Rle. 4 

Center Rutland, VT fl.S736 



Congratulations Class of 2003! 

REAL PEOPLE. 
REAL ANSWERS. 

FACIDRy 
POINT 



NATIONAL BANK 



Slop hy\ call loll free at 1 ■SSi-362-2424 
ur visit ur wdint al wwwJadurypoinLcam 



BEST WISHES 

TO THE 
CLASS OF 2003! 

Phone: J802) 773-6464 




coronado 

*» PAINT. 



Peter Kirk's 

Paint - Carpet - Wallpaper 
We Matcti Colors 



nt^m&iids 



•QUALITY PRODUCTS 
•COMPETITIVE PRICES 
•THE VERY BEST SERVICE 



Peter Kirk - Ownef 

122Nortti Main Street 

Rutland, VT 05701 
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Good Luck to the Class of 2003! 






1HOUR 

PROCESSING 

also... 

• Film 

• Frames 

• Mats 

• Cards 

• Albums 

• Photocopies 

• Passports 

• Video Transfers 



77 Woodstock Ave. • Rutland, VT 
(802) 773*9653 





BUILDIMG MATERIALS 

Building- 
Customers for life 

by providing 

quality, professionalism, 

& satisfaction along with 

outstanding service 

to engage in a 

successful partnership 

for the future 

lilTC 




lL 



BUIUXnO MATERIALS 



317 WEST STUCET 
RUTUtND. VT. J7»-43«S 



S2S WEST STREET 
WUTLANP. UT. T73-SKMI 



Good Luck Graduates! Keep an eye on 
your dreams! 

PC 

^ BEUoUIks 

— ^^O- A Harmon AutoGtass Company 

^^i^"^ — . _ - _ _ _ ■^r'Wwi'.harmcjnaiJioglass.cDm 

GREG BOUOAH 

Shop Manager 

NGA Certified Master Technician 

(802) 775-9720 / (800) 427-9720 / FAX (802) 775-3925 

228 U S. RT. 7 SOUTH. RUTLAND VERMOt^T 0S7O1 



www.mtlandvermont.com 

Rutland Region Chamber of Commerce 
serving the Rutland Region for over 100 years 



I 



Kaumono anh ^ItaiCH Huiima 
Usecl Cais, Ottc. 

363 WEST STREET 
RUTLAND, VERMONT 05701-2625 



SALESMAN LARRV DERSy 



OFFICE; 802-775-0091 



Congratulations Class of 2003! 
Riverside Pet Hospital 



Carol H. Gifford, DVM ^M 
Heather Christian, DVM [-J; 
159 River street 

Rutland, VT 05701 

(802) 773-4771 



MM 



Modern Cleaners & Tailors 

5 Strongs Avenue 
Rutland, Vermont 05701 

602/773-6988 



Tom and Sara Gage 



GMAC 

Mortgage 



GMAC Mortgage Corporation 
2 So. Main St. 
Rutland, VT 05701 



802-773-4882 

Fax 802-773-4877 

Toll Free 1-888-771-4622 

Toll Free Pager 741-8178 
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RYAN SMITH & CARBINE, LTD. 

ATTORNEYS AT LAW 



Mead Building - 98 Merchants Row - PO Box 310 
Rutland, VT 05702-03 10 



Telephone: 802/786-1000 



Fax: 802/786-1100 



Ryan Smith & Carbine, Ltd. is a full-service law firm 
providing a broad range of legal services. 



Practice Areas: 



Banking 

Bankruptcy 

Civil Litigation 

Contractors' and Construction Liability 

Corporate 

Employment Law 

Environmental Liability and Land Use Law 

Estate Planning 

Governmental Law 

Health Care 

Insurance Coverage 

Limited Liability Company Law 

Medical Malpractice 

Partnerships 

Probate 

Products Liability 

Professional Malpractice 

Public Utility 

Real Estate Law 

School Law 

Securities 

Ski Area Liability 

Taxation 

Trademarks and Copyrights 

Workers Compensation 



Attorneys: 



R. Joseph O'Rourke 

John J. Zawistoski 

Thomas M. Dowling 

E. Patrick Burke 

Allan R. Keyes 

Harry R. Ryan, III 

Glenn S. Morgan 

James B. Anderson 

William A. O'Rourke, III 

Elizabeth A. Glynn 

Andrew H. Maass 

John A. Serafino 

John W. Valente 

Marion T. Ferguson 

Ellen W. Burgess 

Mark F. Werle 

Matthew D. Gilmond 

Corina N. Schaffner 

Matthew G. Hart 

Christina L. Degraff-Murphy 

Constance T. Pell 

Of Counsel 
Leonard F. Wing, Jr. 




Trials in all State and Federal Courts 

Ryan Smith & Carbine, Ltd. also represents clients in arbitration and mediation matters 
and before slate agencies, boards and the state legislature. 
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BuH€iin0 Soiutions Rro^^itiers 



m 






';<r. 







Homes & Garages 



Additfons & Sheds 



Kitchen & Bath 



Drafting S Design 



FloorlRoof Trusses 



PlumbmgiEiectncal 



Paint & Sundries 



Windows & Doors 



Floor Coverings 



rs««rcfi y*fur 



::;jir:nZ": y^n^^.lavaneys.oom 



-/hVJ&u^ 



BUILDING SUPPLY, INC. 



hewpon.NH W. Lebanon. NH Clare m ont MH NWapole.NH Rutland, VT ludlow.VT 

• ;-.i,n:H;k-i7 bt Coionin: Pia.:a Pieasani i Muibeiry iu i2i Gnurcn St. Route 7 Soulti Pleasant St E.vt 

"MaVa'levs •■888-393-255'? 603-543-0123 603-445-5544 1-S0Q-639-O834 1-80a-803-5fi( 'i 



ticki H. Carmolli 
'3sictenl Manager 
- Vice President - Invaslments 
' I r^anciat Consultant 



B02-775-4371 
6CIO-628-2132 



SALOMON SMITH BARNEY 



A member of citiqrotjpr 



SALOMON SMITH BAHNEY irC. 

.« Mercfiartls Row 

riLitland.VT 05701 

J^AX 802-775-2042 

F-maJl nicki.fi.carTnolli@rssmb,Gom 



Congratulations Class of 
2003 



B02-77S-3351 



iiiiboy 



PHARMACY 



MEDICAL SPECIALTY STOUE 

252 Stratton Road • Rutland, Vertnont 05701 



Congratulations 
Graduates! 




775-3877 



'^''NG ^ Stoneybrook Plaza 
Ruttand, VT 05701 



Rutland Historical Society and the Rutland Free Library. 
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Congratulations Class of 2003! 




The John A. Russell Corporation 

170 South Main Street. Rutland 775-3325 
www.jarc.com 




A & J AUTO PARTS 



cmtguEST 



P O- eoK 357 

176 Was! street 
Rulland, Vermont 05701 



eiaa& 4 2CC3 

Aocessonos — Speed A Perfomiance 
Auto Parts - Sody Suppttes S Eauipment 



Phone: (802) 775-5585 
Fax: (802) 775-0673 



aOOOlrVEAR 



Tima For Auto • Light Truck 
Farm • Commercial 

COMPLETE 
TIRE SERVICE 

COMPUTEFUZED ALiQNMENT 

SPIN BALANCE 

TUN E-U PS • MUFFLEBS 

BRAKES • SHOCKS 



RAY BEANE TIRE 



773-2741 

t-n800-S40-2741 

140 SO MAIN ST, (RT 7) RUTLAND 

www tJfiMandaefVice.com 




AUTOMOBILE 
INTERKATIOMM 

"The Automotive Superstoie" 

AUTHORIZED 
; 8AUSS • SERVICE • PARTS • LBAStlS 

773-3329 ^ 
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TIMBER 



TIMBERWOLF MANUFACTURING CORP. 

118 Spruce Street, Rutland, VT 05701 

(802) 775-4227 Fax (802) 773-1275 

www.timbcrwolfcorp.com 




Hawley's 
FLORIST 





Congratulations Class of 2003! 

29 Center Street Rutland, VT 05701 

802-775-2573 800-841-4601 

www.hawleysflarist.com 
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COHPANYnNCORPORATED 

126 SPRUCE STREET • P.O. BOX 237 • RUTUND. VT. 05702 



SHEET METAL 



ROOFING 



ACOUSTICAL CO^4TRACT0HS 



TEL 802-775-4386 
FAX 802-775-5156 
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Qarden 
Center 



^2 Park Street • Rutland, VT 05701 

(802) 775-2626 
Robert Curtis & Gerord Henrichon 




Vermont i Classic Rock 



Jay Gadon 

GBneral Manager 
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iOa.7 W2B4AB 

T Scale Ave Sui:e 84 
Rutland VT 05701-4459 
Phone 773 9264 OR 464 1U1 
Fax 747-0553 OR 464 V12 
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Seth 



Seth, 

You will always be my 

super hero! I am so proud 

for you. Reach for the stars 

and hold on tight to your 

dreams. 

1 love you, Buddy! Mom 



Jean-Paul Desjardins 



Jean-Paul, 

To our special son, there had 

lever been a dull moment from 

the day you were born. You have 

accomplished so much and 

t irked so hard throughout the 

years. We wish you love, 
happiness, and success always. 

J-P. "you've got it all." 
Love, Mom, Dad, and Kristina 




Alyssa Duda 
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Alyssa, 

You will always be our princess! Continue to 

^chase your dreams with the same determination 

and joy that have led you to this point. We are 

so proud of you! 

Love, 

Mom, Dad, and Matt 



rick Aba 



Patrick Abatiell 



HI t^jisten Mariil Bassett 




Patrick, 

Always appreciate the wonders in life, bif 

and small. We are so proud of you 

accomplishments and look forward ta 

celebrating your many future succes. 

Love, Mom, Dad, Jenna, and famil 
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Cassie Erii^kson 



Krisien, 

There was a love in our hearts for you the 

moment you were born. You have grown to 

be a very special young lady. You are 

kindhcarted, generous and loved very much. 

You are also so very talented and can 

accomplish whatever you set out to do. 

Reach for the stars, listen to your heart, believe 

in yourself and never stop dreaming. 

e are all so very proud of you and the person 

you've become. 

Congratulations! 

Lots of Love, 

Mom, Dad, & Steven 




Cassie, 

No one could ever be a better sister 

then you. As a daugh ter you have 

amazed me. We have been through 

so much and you continue to shine. 

I can only hope you make all of 

your dreams come true. We know 

you can. 

Love, 

Mom & Chad 



Kaitlin Bailey 




Kaitlin, 
You are a true gift from Go ' 
You bring smiles, laughter, and 
joy to all of us. We are so 
proud of all you have accom 
plished, but even more p* ,uti 
of the young woman you ha' 
become. 
i Much Love, 

.^^ Mom, Dad, & Bethany 



Nicole Hale 



Niki, 

Youli always be our baby 

girl. We are so incredibly 

proud of you. Continue to 

chase your dreams! 

Love, 
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Angela Mitiguy 



Angela, 

You have made us very proud. 

Follow your dreams, keep a smile on 

your face and remember we will 

always be here for you. We'll love 

you forever. 

Love, 

Mom, Kevin, Katie, & David 

Dad, Mary, Max & Natalie 
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Michael Mullin 





"Go confidently in the direction of 
your dreams. Live the life you have 
imagined." - Henry David Thoreau 

We are proud of you and what you have 

^ilready accomplished in life. Take your 

knov^'ledge and creativity and you will 

accomplish great things in the fixture. 

Love, Mom and Dad 



Brett Forter ' 
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Brett: Congratulations! 

We are very proud of all your 

achievements but your greatest 

accompishment has been just being 

you. 

We love you, 

Mom, Dad, Lincoln & Ashlev M ^ ^ 




Bryan Wilkinson 



Puiin^? fr unique, with oo comparfson- 
Capable s- your opportunftfes are aolhnlted- 

Never lose youT free spfrlt- 
Look positively ahead to the 

challeuffes life brings. 
Many treasures await yon In your 

Journey of life. 
Being blessed with you Is one of ours. 



We are Proud of you and We Love You 
Mom, Dad & Jessica 







Sarah Brookman 



Sarah, 
You've come a long way since 

your "pony days"... You've 

become a beautiful young lady. 

We are very proud of you for 

pursuing your dreams and all of 

your accomplishments. 

Congratulations! 

Love You, 

Mom & Dad 





^ Sean O'Brien 




BrWherever you go, go with all your heart," 

^^ (Confucius) 

Sean, You've grown from a spunky fun little 

boy to a very warm, caring and kind young 

man. Stay true to what you believe in. 

Remember we're always here for you. 

Love, 

Mom, C ^ and Gavin 

• I 
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Emily Grant 




As we look back on your .school years we 
are so proud of the goals you set for 
yourself and the accomplishments you 
have made. But better srill we are so very 
proud of the person you have become. 
Now we send you off with all our love 
and the very best that life has to offer. 
Love you baby, 
Ipad ar^B^a | 
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Emil\l Roth 




You have been a great joy 

in our lives and we are so 

proud of you. 

We love you! 

Mom, Dad, Gregory, 

Cathi, Grandma & 

Guthrie 




Laura Skaza 



We are so proud of you and your 

accomplishments. There Isn't 

anything you can't do, if you 

^believe in yourself, follow your 

' heart and watch your dreams 

happen! 

We love you! 

Mom, Dad and Josh 




Andrew Simonds 





"What lies behind us and what lies before 
us are tiny matters, compared to what lies 

within us.. ."Emerson 

Andrew, always reach for your dreams and 

please know that wherever life takes you, 

we will always be there for you and love 

you with all our hearts, 

MdiiL Dad & Darby 



Angela I^eLauri 




Jessica 



ca %yor ii ^ 



Angela, Congratulations! 
We are so proud of you. Gc.td .^^. 
luck at college. We know YOj^^m^^M 
can do whatever you put yom^n ] ^^ 

mind to. We love you, 
Mom, Dad, Nick and Aaron 



Allison Jordan 
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Mcm^^d 6C uarby ^ ^ 

"^ A ^ k This, 



What a wonder! Watching you grq 
into a beautiful, intelligent, young 
woman! Know that you are loved an 
diat we know "the sky's the limit" for 

' ^ V 

you. y 

Mom, Dad & Brook ^^ 
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he challenge is to be yourself in 
I world that is trying to make 
y'>u like everyone else. You have 
•sen to that challenge, and we 
now that you will continue to 
^ do so. 

||[ Love, 

Mom, Dad & Andrew 



r Dan Lawrence 
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Danny, Ever since you were a kid, you have 
seen the world through your own special 
;ses. You have shown us vour world leads 
lo more sucessful paths than we could have 

ever imagined. On this graduation day, 

remember to continue to follow these paths 

because they will lead you to the joy and 

happiness you deserve. 

We love you! -Mom & Dad 

. Good luck in college, bro'! - Nicky 
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Christine 84Alexis 




Christine Caldwell and Alexis Caulier O 

"AJ the Pal and Christy- Kins" 

Congratulations! 

As you set sail for whatever course your 

bright futures may hold, know that our 

love and support will always be with you 

All our love. 

Mom & Dad 





Morgan Kimberlee^ 

Grossman I 

I \-J 




"Sis"" It's been a great ride! 
On and off the field, you'll always 
be our "All - American." You took 
the road less traveled, and that has 
made all the difference. Continue 

to let your light shine. 
Our love is always there for you, 
Mom, Dad, Dustin & Kodi <3 
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Anna r|unton -^ 
Gallagher 







My dear Yoti, 
Your presence in my life is one of the greatest 
gifts I have ever received. 
You are an amazing, strong, brilliant and coura- 
geous person. Your attitude toward life has been 
an inspiration to me. The lessons I have learned 
from you are many. Keep smiling, enjoy life, 
embrace the future. 
I love you kiddo. 
Love, 
Mom 



Obi 



Meghaii Block 



Meghan, 

May all your dreams 

and wishes come true! 

We are so proud of 

you and love you very 

much. 
Dad, Mom & Emily 




Eric Patrick 



Congratualtions Eric! 

We are so proud of you 

and your accomplishments. 

Best of luck for a successful 

future. Follow your dreams 

and your heart! 

Love, 

Dad, Mom dc Sarah 




Jody Chai|iberlain 





Congratulations to the Class of 2003! 
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Allen Gartner 
Class of 67' 




Jeremy Gartnet 
2003 



Three down and one more to go! 
Best on^^^Jeremy! 

^ This yearbook u 




^ Dear jody: 

Congratulations on Four great years at 
RHS! 
You have made us so proud! 
It has been such fun to watch all your 
iiTifes, especially those ice and field hockey 
es. We w^ish you much happiness and all 
nest of luck in college and beyond. We'll 
ni.-iS your smiling face more than you know. 
* " With love always, 

Mom, Dad, and Brendan 




Meg Ho^lrard 




M( 
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Congratulations on all o. 

your accomplishments! 

May your musical gift: 

continue to enrich the live; 

of others. 

We love you. 

Love, Mom, Dad, 

Courtney and Drew 



Matt CiofFi 





Matt - Congratuladons! 
We are so proud of you and.i;^^ 
admire the fact that you 
have never given up. 

Lots of Love, 
Mom, Dad, & Meg 



Joe Ferris 




Sunday, October 10, 1993, at St. John the Evangelist School in Brooklyn, New York. 
Eight year old Joe Ferris questions mayoral candidate Rudolph Giuliani on the 

envoironment. 
Cur love, respect and encouragement always, Joe Mom, Dad, Tom, Lolly & Joy 
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26 years of experience 

Financial aid for those who qualify 

VSAC Grants, PELL Grants, Student Loans 

Accredited by NACCAS 

New England School of Hair Design Inc. 
12 Interchange Drive, West Lebanon, NH 03784 

CaU toU Free 1-877-298-5199 
Visit Us on the Web www.neschoolofhairdesign.com 

Congratulations Seniors 

and to our favorite members of the 
Class of 2006 and 2009 



Copying... 
Stationery... 



Every thing for your 
printing needs! 
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Catalogs. . . 
Brochures. . . 

Wedding Invitations. . . 
Full Color Commercial Printing... 



191 WEST STREET RUTLAND. VT D5701 802. 775. 1029 
800.479.1029 FAX: 802.775.0234 qprint@SOVer.net 
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Sarah Louras 
Edwards 
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We wish you 

happiness and 

success in 

college and 

forever! You 

always make 

us smile! We 

are very proud 

of you and we 

love you so 

much! 

Mom, Dad & 

Eric 



Lindsay Clark 




Congratulations Lindsay Clark 

We are very proud of your 

accomplishments and the 

beautiful young adult you've 

become. All our love, 

Dad, Pam, Ashley, Hillary, 

Loean 
•^1 



^^ ^ Wl^iey & Logan ^— ^ 



Sara (Mbert 

Congratulations Sara! 



It has been an 

honor and 

pleasure to 

spend the last 

eighteen years 

together. Be 

true to you. 

We love you! 

Ryan, Tyler, 

Jaime, Mom 

&Dad 




We love you and are all so 

proud of you as you 

graduate. Always 

remember that "the fear of 

the Lord is the beginning of 

wisdom." Proverbs 9:10 

Dad, Mom & RDbbie 




^Kate L.terittain * 



Kate: 

There it is and you have 
Made it and have felt it 
But it has come itself 

Gertrude Stein 

Congratulations! 

Our love goes w^ith you, 

Wherever... 
-^ Laurie and Steve 



Taryn 



Tracey Stubbins 



Get ready for the next big step. 

Good luck at UVM Mike. 

Love, Mom, Dad & Will 
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Sean Pelletier 




Sean, Congratulations! We are so proud 

of you. Keep up the good work. The 

sky is the limid! We love you! 

Mom, Dad, Sara, Alicia & Amber 
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Quinn C. Meisinger 





Congratulations Quinn! You have been a 

gift as a son. We are looking forward to 

many more proud moments to share 

with you. 

Love, Mom, Dad, Brenden & Eamann 



Stephen Adams 




Congratulations to one cool cat. 

You're really coo kin! 

Love, 

Dad and Sheryl 
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Brittany J. 

Brirt, 

You have become such a 

beautiful young hdy\ We are 

very proud of all of your 

accomplishments and look 

forward to your future 

successes. We love you! Good 

luck! 

Mom, Dad & Colbv 



Emily Roth & Lindsay 
Clark ij 




Congratulations - P.it 

luck in the future 
Remember all the 
times we ha 
Keep in touch... 
Judy, John & Jess 
Bianchard 




Veronica, you have done a great job so far. 

eep up the good work. I'm sure your 

ftiture will be as bright as you. 

I love you. 

Mom 



Kathryn Sarah "Sk J|pr Michael John 



Netsch 



■ li ■ 



Paquette 




Katie , we are so proud 
you and love you very 
much. 
Mom & Dad 
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Congratulations Mikt, 

We are very proud of all your accomplishments and the 

ine young man yim have become. We wish you the best as 

I you venture out inro a new part of your life. Thanks for 

' i-'ing, not only a wonderful son who is an inspiration to us, 

but also for being our good friend. 

love. 

J I Dad, i^^^^|»ara. « | 




Follow your heart, Christopher. 

Be happy. 

We love you, 

Mom, Dad & Pat 



Shawn Dayton 
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Shawn: 

"Shoot for the moon, even if you miss you'll land 

among the stars." - Les Brown 

You have filled our lives with laughter and our 
hearts with joy. We are very proud of all that you 

have done. Our love will be with you wherever 

you may go. Always keep your sense of humor - it 

will take you far. Believe in yourself just as we do. 

We love you ! "Michael" 

Mom, ■^^^isa 
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Leslie Mantorskrt 






Leslie Anne, 
Your smile has lit up our 

lives since the day you 

were born. I am so proud 

of you and wish you much 

success in following your 

dreams. Congratulations, 

honey! I love you, Mom 




Christopher Baker 
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Congratulations! 
You have come a long 

and have found 
something you really 
want. Go for it[ We 

are proud of you. 

Love, Mom, Dad & 

Tim 
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Daniel (K. West 




Daniel: 

You have been our pride and 

joy from the beginning. We 

wish you all the best life has 

to offer. 

Love, 

Mom, Dad & Gary, Jr. 



Michael Alcorn 



Through thick and thin, studs and 
red suspenders, green hair and four 
cars - We made it! It's been a Ion 
journey but just remember we love 

you. Always follow your dreams 
and remember that wherever they 

take you, we will be right by your 
side. 
Love, 
Mom, Rich & Your litde Big Sister V 
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Luke Purcell 




YOU GO, TOOT! 

. . . And wherever you go, 
you've got us by your side. 

Love, 

Nora, Benn, Mom, Dad 



Sara LaBate 
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, I .^^dB^ Mom, r^ad, 

unwers from thf^ J ffutland Historica 



Congratulations! 

" '^''e are so proud of you, and we hope your 

iiard work and effort helps you to achieve 

S your dreams. 

Love, 

elo Si^Ba^a 
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Lindsay ffilark 





Lindsay, 

You are my little angel as well as my 

own personal ray of sunshine. It has 

been a magical journey; One I will 

always cherish and never forget. 

All my love. 

Mom 



Jesse Larson 




Congratulations Jess! 
You have made us very proud par- 
ents. 
Love, 
Mom & Dad 
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i Keu5 C 



ClifFord 



Slace VciS 
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Kelli, 

May the path your choose as your 

journey begins, be guided by your 

heart and your dreams. 

We are so very proud of you. 

We love you. 

Mom & Dad 

Cady, I love you lots - Macki 

We love you "Sally" - Casey & 

Michele 
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f Allison jCitro 




Amanda Brises 




Another graduation has come to 
pass, my you've grown up wonder- 
fully and fast. From the little girl 
of yesterday to the young lady of 
today. You've made us proud we're 
so happy to say. 
Love you Muflfy, 
Mom & Greg 



Daniel Doenges 
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Dan id. We Ciitir believe how fasi [he ti 
gonci You've bctomc such a wonderful y 
min ajidl \i hai bsxn cJicliin^ watching y 
We are so proud of you. Ail the [enni* mai 
hockey games and soccer games thai you pi. 
were f^ibuiou^ because you always gave 1 10'?/ 
you had Fuit ;is well. Your sense of humor 
been a gift to cmr family and wc thank ycni 
ihar. Keep making good choices: Ji vou nn- 
to the next chapter in your life. Colle 
ynn; hfe awaits you. Continue to hve your 
for hfe, "Work hard, and play hardf r 
Love, Mom, Dad, MichaeK Andrea & 



Jennifer Yakunovi 



Pcanur - We are so proud of 

you! The world awaits you. 

Good luck at SNHU next year 

Love, 

Mom, Dad & Tyler 
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intelligence, humor, compassion, integrity, 
and strong will enabled you to rise to every 
.iiallenge and made living with you an adventure 
^ from day one. 

Continue to follow your heart and ideals. Enjoy 
ti- challenges and adventures ahead. Look back 
occasionally and know we are always with you. 
your many accomplishments, the greatest one 
lie person you have become. You make our 
lives special. 
Love, 
Mom, Dad & Brian 



IT Rachel Green 
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Shana Diilval 
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How do we count die ways? Intdligenc, sen5itive, generous 

and forgiving nature barely touch the real you. Your 

irtesistabie charm and abiitt)' to push yourself harder in the 

face of adversity, along with you genuine enthusiasm for living 

and learning are just a few of the ways that rnake us the lucky 

ones to be the parents of a daughter that is so strong and 

healthy in mind, body and spirit. You ate the sunshine in so 

many lives! Where ever you go, wha[ ever you do, never lose 

tiiat "Shana" style! Know that we will always be there for youu 

if you can't see us, just smile and put your hand over yt>ur 

heart, 

"Attitude isn't half the battle; it is the deterrent of alt battles!" 

Congratulations 

With Love & Pride, 

_ Miim&IM _^_ 



Denise Riordan 
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fachel - Though it is hard to let go after 
quick 1 8 years, we are proud to release 
you to OberlJn. It is a perfect fit, and we 
know you will be received with open 
I arms. Congratulations! 

- We love you! 

I Monrupad & Ben 

1^ -^^ ■ " 
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You are still my little girl. I'll love you 
forever. Keep on smiling. 

Love, 

Mommy 

"No one knows what it is that he can 
do till he tries." 

ius Syrus 
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POULTNEY POOLS 

A Clear Choice 



1 30 Beaman Street 

Poultney, VT 05764 

(802) 287-9646 



Route 7A 

East Dorset, VT 05251 

(802)362-1141 



P.O. Box 158, Rt. 4 West 

Center Rutland, VT C5736 

(802) 775-0049 



ongratulations Class of 2003 

Your hopes and dreams are all your own 
And you are free to follow them with strengths 
and talents uniquely yours. 
So strive to fulfill you self desires and 
don t discard them at times of discouragement. 
Yours is the power to be what you would be 
For if you can imangine something; you 
can achieve it. 
And if you can dream something; 
you can become it. 




Lindsay, 

You are such an extraordinary person. 
What a gift you have been; what a 
joy you have been. You have made 

us proud everyday and you have 
made us laugh everyday (Our dinner 
conversations will never be the same). 

As you begin your new journey, 

never forget that even though we will 

be apart, you will always be with us. 

We will miss you! 

We love you, 

Mom, Dad, Ashley & Richard 
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ACCOUNTING 

ACCOUNIINc; AND BOOKKEEPING SERVICES « AJten STree-. • Roliana Vertnof t • TTS-SOM 



A. ^.-R^in^d Tm.tni^niMnrmv ,^^1 Ap ^tUgM. M^Mt^^^: 



► 
► 






Shearer 



vermonthonda.com 

Congratulations 
Class of "03"! 



21 1 us Route 7 South . Rutland, Vermont 05701 
802/773-4600 



Congratulations, Class! 




Insurance for 
indivf duals, 
families and 
business. 



Kinney Pike 

Crafting Insurance Since 19U4 



Tel: 775-2311 
1-800-296-5722 

www.kinneypike.com 
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It's the answer. 



Chittenden proudly supports Rutaind High School 




Rutland West Street 
802-775-8500 



Woodstodf Avenue 
802-773-3311 



chittenden.com 
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Congratulations 



Good 

Luck 

Class 

of 

2003! 





Vermont Orthopaedic Clinic 

AN AFFILIATE OF RUTLAND REGtONAL HEALTH SERVICES 

3 Albert Cree Drive ■ Rutland, Vermont ■ 802.775.2937 



www.vermontorthoclinic.org 
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John HfeUander 





We are so proud of you. 

We will miss the music and theatrical 

performances. 

Fly high John! 

We love you 

Mom & Dad 

Dan & Bee 

Prana & Gaehc 



Hanna Allard 




We love you, Hanna. 

We wish you luck, and most of all 

happiness. 

Mom & Dad 






eana Marie Coombs 




BtUd icwfipfa C(Hniil», LIFTCF 
Disirfct Lc&der 
17 Vlclor Plare 
HliiIuk]. VTC6701'37SO 



802 775.3913 
802 775 39J90 Fm 
flicm vAi&aol . tiam 

Agency BuUdln^ Group 



AIG 



American 
General 




LAU!iA DUMAS 

Late fiighi duels with leeidy. dying into a mirror. Tickle 

tortures through a window. Wearing two different socks. 

Life's small moments are those um cherish. 

Love, Mom, Dad dr Kevin 




Seth Piontek 

We are so blessed that yo< 
are our son & we thank 
God for you! Your smile 
VJ brightens a room & your 
2 laugh is contagious. We arL- 
so proud of the choices 
you've made and the 
decisions you will make in^ 
life. Always remember h^ 
much we love you. 
Mom, Dad, Justin & Kyle i 



Adrienne Courcelle 




Still Crazy... Hope you will always enjoy life. 

Wc love you and wish you the best. 

Dad, Mom. Shannon & James 
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Bookie, 
'Congratulations! Great daughters come along to the lucky ones every so often, well 

fiu have made Mom & Dad the lucky ones. We are so very proud of you and all of 
your accomplishments. 
Keep on being great. Follow your dreams. Keep smiling! 
We love you, 
Mom, Dad and Jeffrey 



Stephen Thomas Adams 




Stephen, 
Congratulations! Remember, success is a journey, not a destination. 
"The capacity to sec and express what is simple, simply! 
Not being tense but ready. 
Not thinking but not dreaming. 
Not being set but flexible 
Liberation from the uneasy sense of confinement. 
It is wholly and quietly alive, aware and alert, ready for whatever may come." 

Savor every moment. 
Love, Mom and Lisa 



Bruce Lee 
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Congratulations to the 
Class of 2003!! 



Comfort [nn 

at Trolley Square 

10 Allen Street 

Rutland, VT 05701 

(800)432-6788 

(802)776-2200 



Comfort 
Inn 



The Fnendbe^ Hotel m Rutland' 




DETER SECURITY, INC. 
- FULL SECURITY SERVICES 

SERVING Aa OF VERMONT 

PROFESSIONAL GUARD & PATROL SERVICE 

UNIFORMED & PLAINCLOTHES GUARDS 

TRAFFIC CONTROL 

ALARM RESPONSE 

EDUCATIONAL INSTITUTIONS 

STRIKE CONTINGENCY 

UCENSED « BONDED » INSURED 

CORPORATE OFFICE 



TOLL FREE 1 -800-696-DErER 

(1'8QO«9&-3383) 

WWW detarsecutity com 

233 SOUTH MAIN STREET 

BOX 479, RUTLAND, VERMOm" 06701 



At Charter One, 



YOU GALL THE SHOTS! 

With a fult range of checking account options. dierE inx mare 
reaiom chaf> ever to cKcck wtth Charter One) Every new 
checilting accouni offers a MisierMohoy' Deb^t Card and an 
opportunity for membership In the MegaRewardsm program. 
Use the card wherever hhiterCard* is accepted and watch the 
rewards add upf To get the score on checlting, or any of our 
products ^nd servicer, stop by your nearest Charter OneoTicc 
or vtstc charterone^com* today. 

Af Merdunts Rmv 
Rutbrrd.^AOSJOl 
802-775-0015 




Family Dental 
Associates 

Robert S. KoIodzej,D.M.D 

Thomas L. Opsahl, D.M.D 

Drake J. Battista, D.D.S 

217 StraLton Road 
Rutland, Vermont 05701 

Telephone: (802) 775-0819 
Hours by Appointment 

Good Luck to the 
Class of 2003 !!! 



Congratulations to the Class of 2003 ! ! 





Hugh Duflfy Coal and Oil 



Congratulations, JP 
From Mom, Dad and Kristina 
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WmAND.VT CkSTOl 
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Jewdexs,]nc. 

CHAMOND MERCHANT . MG»IER«D JEWEIIRS 
I MEMWR AMEMCAN SEM SOCIETV 



JEAN-lOtJiS OtSJARDIMS, B. 



802-773-7277 
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Congratulations to the 
Class of 2003! 
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•jc (6(5) 786-0824 



SwttRipond 

store Manager 
Phone: (802) ?73-ffi12 
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Andrew 
^1%. Andy, 

1 '|(/e are so proud of you. 

Congratulations! 
^Ejid best wishes to the 
^ class of 2003! 
^ Love, Mom, Dad and 
N Ethan 

I, 




na Dunton-Gall^her 



Ashley St.iPeter 




Ash, 

We love you and are very proud of 

the person you have become. Weil 

Done!! 

Happiness near, happiness far, 

Whatever you wish, wherever you 

are. 

Love, Mom, Dad and Ryan 



Brett Mullin 




Brett, Congratulations! 

We are proud of you! 

Follow your dreams and reach 

for the stars, 

We love you, Mom, Dad and 

Bart 
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Dan May 



Riddle Me This 

Who is our pride and 

joy? 

Who is Mama's favorite 

boy? 

Happy, caring and 

sensitive 

Always ready to forgive 

Some day he will lead. 

We are sure that he'll 

succeed. 

Though these thoughts 

were rarely shared 

h was not as he has 

feared. 

There is nothing more to 

say, 

It's our son Dan May. 

Love, Mom and Dad 




If You Can Imagine lu 
You Can Achieve IL 



14' You Can Dream It, 
You Can Become It 

Congratulations! 

Megan 

Wc arc so proud of you! 

We will be wauchitig as you 

work lo acliievc ali llial you have 

imagined and dreamed jx)ssible! 

Love, 

Your three biggest fans, 
Mom, Katie, and Dad 

And a few dozen others.... 



7Kc%d&% 



MerS AND VOUNC MOTS CtOTHI 






-jt««l.VTUSA 05701 M04 
J?" rrv 7780 • i(*i (flo? . rrt o 





Megan Creed Barros age 18 months 



:-\\\\. I'M'v. 



(.(IIH'IM, \|ll.l 1 I. KUM). Ml 



Best Wishes to the Class of 2003 !! 




Jeft lacono 
Class of 2001 



lacono Dental Associates 

72 Allen Street 
Rutland, Vermont 05701 
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Good Luck Seniors! 



. OPDUFlSC 

phapmaGi5^s 

Serving the prescription needs of the community since 1920. 




This yearbook was digitized by- volunteers from the 



Rutland Historical Society and the Rutland Free Library. 




This yearbook was digitized by volunteers from the 



Rutland Historical Society and the Rutland Free Library. 



How lucky we are to have friends that are so hard to 
say good - bye to... 




This yearbook was digitized by- volunteers from the 



U2's humanitarian lead singer Bono visits 
Africa and tours Midwestern America to 
raise awareness and support for African 
AIDS epidemic relief. 



Nuclear crisis arises when North Korean 
leader Kim Jong II breaks a 1994 pledge 
with the United States not to buiid 
nuclear weapons. 




y Alter being subpoenaed to testity before a 
Massachusetts grand lury about sex abuse 
among Cattiolic priests, embattled Boston 
Cardinal Bernard Law resigns. 



y Mm ttian 25 states implement the Amtwr 
Alert System, which posts intormation 
about abducted ctiildren on TV and 
interstate Signs, leading to the recovery 
of dozens o( children nationwide. 
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y For weeks in October, alleged snipers 
John Muhammad and Lee Boyd Malro 
terrorize Washington. D.C.. fiflaryland and 

Virginia, randomly killing 10 people and 
injuring three others. 



V The space shuttle Columbia breaks apart on 
reentry into the Earth's atmosphere, killing 
all seven astronauts aboard. 

N\*t CwirvMfAPWm World ?t\oiai 




not return safely to 
Earth, but we can pray 
they are safely home." 

- President George W. Busti 
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On July 2g. nine 
Pennsylvania coal miners 
are rescued after being 
trapped (or three days In 
a mineshaft flooded with 
over 70 million oallons 
of water. 



Itlidterm elections make 
history as Republicans, the 
party controlling the White 
House, gain congressional 
seats rather than losing them. 



Several large corporations 
Inflate profits while top 
executives make oft with 
millions in accounting 
scandals that send shock 
waves through global markets. 



^ In October, Minnesota 
Senator Paul Wellstone 
dies in a plane crash 
along with his wife, 
daughter and five 
other victims. 



V Sparked by summer drought, 
wildfires— including one set 
accidentally by a forlorn 
forest ranger— tear across 
the western United States. 



^ A weakened economy 
repeatedly drives down 
interest rates and delivers 
retailers their worst holiday 
shopping season in decades. 



^ President Bush signs the Homeland 
Security Act. officially creating a 
Department of Homeland Security 
dedicated to preventing terrorist attacks. 
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^ Throughout 2002, Americans search for ways 

torecoverandrebuildfromSeptemberfl. 
On the one-year anniversary, survivors. 
families and friends gather at all three sites 
to commemorate the lives lost. 




Patients In RorMa are m first to recofve 
the VeriChip, a computer chip bearing 
personal medical data that Is injected into 
the forearm. 



Microsoft's Tahlet PC enables users to write 
dtrectiy on tfte screen rather than typing on 



V General Motors introduces ihe Hy-wire- 
a car powered by hytlrogen and oxygen 
that emits heal and water rattier than 
harmful enhaust. 



a Keyboard. 
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The Journal of ttie American MediBal 
Association reports that children wtio 
grow up with pets have a reduced risk 
of developing common allergies. 




Maria de Jesus and Maria Teresa Qulej- 
Alvarez, 1 -year-old Guatemalan twins 
born iolhed at the head, are successfully 
separated after over 22 hours ot surgery. 



Just before burning up in Jupiter's 
atmosphere, the Galileo spacecraft 
captures the closest shots ever taken 
of Jupiter's moon lo. 




The nation's largest outbreak of the 
Wflsl Mile Virus hits in summer 2002. 
The disease is spread by migrating birds 
and transmitted by mosquitoes. 

The gun turret of Itre historic Civil War 
Ironclad USS Monitont raised from ttje 
door of the Atlantic Ocaan. 




lOth Italian doctor Severino 

"Antinori and Raelian scientists 
at Clonaid. who believe aliens 
created humans, claim to 
have produced Ihe lirst 
cloned human Neither claim 
is proven genelically. 



down the East Coast. 

fainslornis in California 
and a devastating 
December toinado 
in Mississippi 



^ President Bush orders construction ot a 

system that would defend the United States 
from ballistic missile attacks by 2004. 



^ The newly discovered hunger hormone 
ghrelin is found to play a role in obesity 
by regulating what you eat and how much 
weight you gain. 
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"y The U.S. Education Department reports that 
average geography scores of the ration's 
fourth and eightti graders, while low, iTave 
improved from 1994. 



'\ Ellula introduces HotAir Sp eaters, 
a set of battery-powefed, inflatable 
speatcers that are small enough to 
fit in your pocket when deflated. 
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^ Everyone from hot 
young movie stars to 
aging rock stars sports 
the newest fashion 
trend, turquoise iewelry. 



V The cola war puts new 
flavors to the test. 

including Dr. Pepper 
Red Fusion, Pepsi Blue 
and Vanilla Coke. 



^ Krispy Kreme lovers 

start a new tradition 
by celebrating their 
vows with doughnut 
wedding cakes. 
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y Several companies introduce flavored water 
enhanced with vitamins and other nutrients. 
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y Nickelodeon's "SpongeBob Squarepants" 
ignites imaginations across the nation and 
appearsonstoreshelvesonevery thing 
from slippers to suspenders. 



~««nMa HHcUMoti 



\n %*• 



J, 






^fj 



^s^ 



/ European fashion hits the sidewalks and 
clubs Df the United States with retro-style 
bowling shoes. 

y Busy singles try out speed dating, which 
gives couples several minutes to talk 
one-on-one before moving to a new 
partner at the next table. 
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^ McDonald's unveils new lower-tat trench 
fries due to the new Healthy Eating Pyramid 
and in response to many former patrons 
suing for making tham overweight. 

y 1 970$ peasant shirts are alive and well on 
runways and in school halls. 
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^ Thfl Instrttrte of Ktedicine A Jewelry (Jesigners Le Ann A f^fhart rejuvenates the 

announces that maintaining Carlson and Oanise Gasklll Joe Boxer brand with ads 

health now requires one hour add style to safety wiih featuring the dancing Joe 

Of exercise daily, doubling the Lauren's Hope lor a Cure Boxer guy, Vaughn Lower 

previous recommendation. medical ID bracelets. 
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^ The fi/lohawk makes a hair-raising 
cometiack after being donned by 
everyone from U.S. World Cup star 
Clint Mathis to actor Ryan Phillippe. 



^ Digital innovations include camera 
phones — cell phones that can transmit 
still and video images through mobile 
phontUaa& 
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At the 2002 Academy Awards, Halle Serry 
and Denzel Washington win Best Adrsss 
and Best Actor Oscars. Berry is the lirsl 
female African- American to win the award 



Spider-Msn. starring Tobey Maguire 
and Kirsten Dunst, spins a $114 miilian 
opening weekencj t}ax-ot)lce record. 




Mswcomer ^orai1 Jihtss takas home 
five Grammys, including Album of 
the Year, for Come Away Witti Me. 



Mulll-talenteo Eminem raps up 
five Grammy nominations for The 
Eminem Show mi big box-office 
success in S Mile. 
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Daifas Cowboy running back Emmitt Smith 
breaks Walter Payton's 16,727-yard mark 
to become tlie NFL's all-trme leading rusher. 



The Detroit Red Wings capture the 2002 
NHL Stanley Cup over the Cinderella 
Carolina Hurricanes. It's a record ninth 
cup for retiring coach Scotty Bowrnan 
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Paul Wudft'/fiP'Wldt Wwup PlioriB 



^ Serena and Venus Williams continue to 
dominate women's tennis, becoming the 
first sistere to be ranked No. 1 and No. 2 
In the world. 
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The college football Mason Is marred 
by violent confrontations involving fans. 
students and even coacties. 

MVP Troy Glaus leads the scrappy Anaheim 
Angels to the 2002 world Series win over 
Barry Bonds and the San Francisco Giants, 
lour games to tftree. 
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^ Martlia Burk o! the National 
Council ot Women's 
Organizations battles with 
Augusta National chairman 
William Johnson over the 
issue ot female membership at 
the famous Georgia goK club. 



^ An 1 3th place finish in the 
NASCAR season finale at 
Homestead- Mia mi Speedway 
is enough to earn Tony 
Stevrart his first Winston 
Cup Series championship. 



^ Despite an injured toe. 
Shaquille O'Neal powers the 
unstoppable Los Angeles 
Lakers to a third straight 
NBA championship title in 
-MayZOOZ. 



V The U.S. men's soccer 
team advances to the 
World Cup quarterfinals 
lor tt>e first time, by 
deteatino H/lexieo 2-0. 
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V Ttte U.S. Postal Service team 
propels Sports tllastrated 
magaiine's Sportsman of the 
Year Lance Armstrong to his 
fourth consecutive Tour de 
France victory. 



^ The top-rated defense ol 
the Tampa Bay Buccaneers 
shuts down the No 1 
offense of the Oakland 
Raiders to win Super Bowl 
XXXVll 48-21. 

MiH A. BniwtbfMmiSjKirtjCoitrc 



S/ LPGA pro Annika Sorenstam, after a 
record-setting T3-v«in 2002 season 
worldwide, accepts an invitation to play 
the Colonial tournament on the men's 
2003 PGA Tour. 
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The Ohio Stale Buckeyes beat the heavily 
favored Miami Hurricanes in doutiie overtime 
to win the BCS National Championship. 
The 31-Z4 victory Is the school's first 
national lootbail title since 1968. 



I 



'^ 



The new sport of SlamBall takes 
basketball to the extreme on a specially 
designed court with four trampolines in 
front of each hoop. 
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^ Skateboarding reaches new popularity 

heights thanks to the high visibility 
of the X Games and the "Tony Hawk's 
Pro Skater" video game series- 



' A Surfing welcomes a tidal wave of women 
to the sport after receiving a Hollywood 
endorsement in the popular summer Hick 
Ulue Crush. 



The sports world loses two legends- 
baseball's "Splendid Splinter" Ted 
Williams and Johnny Unitas. one of 
football 's greatest quarterbacks. 



Zacarais Moussaoui. widely believed 
to be the 20th hijacker, goes on trial 
lor his involvement in the September 11 
terrorist attacks. 
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Martha Stewart laces charges of illegal stock 
trading after former Imclone president Sam 
Waksal allegedly tips her oH regarding the 
company's demise. 



In show business since they were 9 months 
old, Mary -Kate and Ashley Olsen, 15. have 
amassed a S7S milNan fortune through their 
Dualstar Entertainment Group. 

Veteran actor Richard Harris, known (or 
his role as Hogwarts wise headmaster 
Albus Dumbledore, dies of Hodgkin's 
disease at age 72. 
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Mentally challenged Ohio 
high school senior Jake 
Porter — who suited up (or 
every practice and game for 
four years but never played- 
soores his first touchdown. 



California's Linda and 
Loreita Sanche? make 
history as the first sisters 
ever elected to Congress. 



Mississippi Senator 
is widely crilicized fo' '-j-i 
racist remarks he made ai 
Senator Strom Thurmon" 
tOOthbirthday party. In 
December, Lott resigns ? 
majoritv leader. 
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